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SPRINGFIELD IS IN DANGER 


—_—— 


LOCAL CONDITIONS STRAINED 





Capital City of Illinois is Confronted 
With a Serious Situation Fire 
Insurancewise 





Springfield, Ill, Sept. 15.—(Special 
Correspondence.)—The local situation 
in this city is far from satisfactory, 
and there are many signs of danger. 
Indeed it is a question whether or 
not Springfield is on the very brink 
of chaos. ; 

The situation is complicated by the 
bitter personal feeling between some 0 
the agents. It has gone to the point 
where one agent is being charged with 
carrying his troubles to the attorney- 
general’s office and thus injecting ‘into 
the Belleville antitrust cases an untor- 
tunate issue. 

Local Club Has Disbanded 

The local club that has been main- 
tained by the agents has been dis- 
banded. Some days ago H. T. Morgan 
resigned, which precipitated the dis- 
solution. P 

The first evidences of a really seri- 
ous local struggle came when the Mor- 
gan agency was fined for alleged co- 
operation with the nonboard office of 
Dr. J. W. Scott in placing the Majestic 
theater line. An appeal was taken to 
the Illinois State Board, whose special 
committee to investigate the matter, 
returned a report that the state board 
had no jurisdiction. The only issue 
was the violation of a nonintercourse 
agreement. It seems that the state 
board has no provision in its consti- 
tution or by-laws for dealing with 
nonintercourse, and also it is further 
said there was no such in the local club 
here. It seems that some years ago 
the local agents had in some form a 
nonintercourse rule and they have 
been clinging to it in a rather intang- 
ible way. 

Assistance to Outsiders 

The agents have felt that any assist- 
ance rendered the outsiders in helping 
carrying their lines was succor to the 
enemy. It is charged that such assist- 
ance, however, has been rendered by 
more than one office. 

When the local agents here found 
the state board’s attitude, they be- 
came in a sense demoralized. The 
argument was used that if some agents 
were to disregard practices that have 
been observed heretofore, others were 
not bound to follow the beaten path. 
This has led to a defiant spirit. The 
stamping secretary has been notified 
by some agents that they intend to 
make their own rates in competition, 
and in fact, it is reported that already 
dailies have passed through the office 
at a cut. Some of the school business 
has been written at 90 cents for three 
years. There have also been cuts on 
dwellings and other business. 

Backed Up By Some Field Men 

A few agents have informed your cor- 
respondent that special agents who vis- 
ited them recently have~ authorized 
Prompt protection of renewals. The 
cases that have already been renorted 
— to indicate a general disintegra- 
ion. 


(CONTINUED ON PAGE 18) 





The Western Branch Attna Insurance Company 
is now located at 159 LaSalle Street, Chicage, 
7th floor, National Life Building, where we 
shall be pleased to see our agents and friends. 








Tuomas E. GaLLaGHEerR, General Agent 
Louis O. Koutz, Assistant General Agent 
Jas. S. Gapspgn, Gen. Agent, Marine Dept. 











ASSETS $13,508,038 


German American 


Insurance Company 
New Pork 








Western Department 
American Trust Building 
CHICAGO 
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WALTER H. SAGE, Manager 
JOHN C. INGRAM, Ass’t Manager 
WILLIAM L. LERCH, 2nd Ass’t Manager 








German American Buil ' 
Ne. 1 Liberty Street, New Yor 


SURPLUS $5,915,353 











D. W. C. SKILTON, President 
J. H. MITCHELL, Vice-President JOHN B. KNOX, Secretary 
EDW. MILLIGAN, Vice-President THOMAS C., TEMPLE, Secretary 


Surplus to Policy-holders, $3,421 ,837.31 Total Loses paid, $61,162,468.28 


Cash Capital, Two Million Dollars 


Reinsurance Reserve, $3,945,278.63 
Reserve for Outstanding Losses, $424,872.80 
Reserve for all other Claims, $173,465.00 
Net Surplus, $1.421,837.31 


Total Assets, $7,065,453-74 


THE WESTERN DEPARTMEN1 
Northeast Corner Fourth and Elm Streets ‘< se CINCINNATI, OHIO 


LGVEJOY & SPEAR, Managers Agencies in all cities and towns 














QUIET MEETING OF UNION 


LENEHAN ELECTED PRESIDENT 





Publicity and Education Movement 
Was the Principal Feature Dis- 
cussed at Annual Gathering 





Hotel Frontenac, Frontenac, N. Y., 
Sept. 12.—(Special Correspondence.)— 

The Western Union closed a highly 
interesting if not important meeting 
here this week after a two days’ session 
with the election of J. H. Lenehan, of 
Chicago, general agent of the Phenix of 
Brooklyn, as president. Mr. Lenehan 
was chairman of the governing commit- 
tee several years ago and has been an 
active worker in the union, so the 
honor was a deserved one. The new 
president takes the reins when many of 
the danger spots have been passed, but 
there is still much work to be done, 
particularly in the new campaign of 
education and publicity to be inaugu- 
rated at once. If this is successful— 
and hard work will make it successful 
—it will quite naturally reflect glory on 
Mr. Lenehan’s administration. 

Other Officers Elected 

J. A. Kelsey, of New York, United 
States manager of the Aachen & Mun- 
ich, was elected vice-president and 
made a very happy speech of accep- 
tance—one that called forth many con- 
gratulations. John Marshall, Jr., man- 
ager of the Firemans Fund in Chicago, 
was reélected secretary, protesting mild- 
ly before the nomination, but submit- 
ting gracefully to the wishes of the 
members. All the retiring officers 
were given a vote of thanks for their 
work. President Geo. W. Law’s ad- 
ministration has been very successful 
this last year and he retired from the 
office, leaving a clear deck for his suc- 
cessor. 

Work of Publicity 

The work of the meeting largely cen 
tered about the report of W. N. John- 
son, chairman of the committee on pub- 
licity and education. Every one recog- 
nized the necessity for this work, and 
as a consequence the support received 
by the committee was not only hearty 
but liberal. Mr. Johnson states that 
immediate steps will be taken to or- 
ganize the bureau, so as to have it in 
working order by the close of the year. 
Several names have been taken under 
consideration for chief on this bureau, 
but the selection will be made care- 
fully, with an eye single to his fitness 
for this, the most important work ever 
undertaken by the Western Union. 

Bule Is Made More Definite 

Practically all of Thursday morning's 
session was taken up with an amend- 
ment to the rule relative to eligibility 
for membership in the union. This 
came up from a case of where an 
agency in union territory had been 
given an overriding commission of 
5 percent to supervise the business of 
other agents in the same city. This 
was declared to be contrary to the 
spirit of the rule and an amendment 
was passed clarifying the rule so as to 
make it impossible in the future. Com- 
panies having such arrangements were 
given until Jan. 1 to discontinue. 

Independent Bureau for Kentucky 

It was also decided to release juris- 
diction over the rating in Kentucky, 

(CONTINUED ON PAGE 18) 
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TANGLE CREATES INTEREST 


CRAWFORD OPERA HOUSE SUIT 





Long Legal Fight Over Theater Loss 
at Topeka, Kas., Is Not Yet Fin- 
ished—Interesting Testimony 





Topeka, Kas., Sept. 12.—(Special 
Correspondence)—The Crawford Opera 
House suit has been attracting wide 
attention—On Sept. 24, 1906, a natural 
gas explosion occurred in the Crawford 
Opera House in this city, which caused 
a partial loss from the heavy explosion 
and the fire that followed of about $15,- 
000. The manager and principal owner, 
L. M. Crawford, carried $25,500 insur- 
ance in eleven companies on building 
and furnishings, and claimed a total 
loss, and invoked the aid of the valued 
policy law. A demand for appraisal 
was made by the adjusters, which was 
at first refused by Mr. Crawford, but 
afterwards partially entered into, but 
finally prevented by Mr. Crawford. 

In the following December, the West- 
chester paid its policy of $2,500 in full. 
In February, 1907, suit was filed by 
Mr. Crawford against each of the other 
ten companies in the district court at 
Topeka. Shortly afterwards all of these 
suits were transferred by the companies 
to the United States district court and 
Judge Pollock consolidated them into 
one suit and appointed Judge J. S. West 
as a master in chancery to take evi- 
dence and report his findings as to the 
amount of the loss. Commencing Aug. 
31, Judge West has been hearing wit- 
nesses and counsel of both sides con- 
tinuously until this afternoon, except 
Labor Day and Tuesday of this week. 
The case closed today so far as present- 
ing evidence is concerned. It will be 
resumed Oct. 9 before the master in 
chancery, but his decision will not like- 
ly be reached before Dec. 1. 

Some of the testimony in this case 
is interesting. Mr. Crawford swore that 
he was damaged $53,000 and that his 
loss was total J. C. Holland, Mr. 
Crawford’s architect, swore that it 
would take $69,000 to rebuild the opera 
house, and that his estimate of the loss 
and damage was $36,000. The difference 
of $33,000 would, of course, be salvage, 
the most of which was admitted by 
Architect Holland. 

One contractor for the companies 
estimated the entire loss by explosion 
and fire to be $15,780 and offered to 
give bond to replace the building and 
furnishings for that sum. Three other 
contractors figured the loss together 
for the companies and all arrived at the 
same conclusion—the total amount of 
loss being about $19,400 without allow- 
ing for explosion damage, which they 
estimated on the witness stand at $4.- 
800 and nothing allowed for deprecia- 
tion. 

In L. M. Crawford’s testimony, it 
was developed that he either owns or 
has an interest in the following opera 
houses: 


Price Opera House at Atchison, Kas. 

Crawford Opera House, Wichita, Kas. 

Grand Opera House, Topeka, Kas. 

Majestic Opera House, Topeka, Kas. 

Grand Opera House, Leavenworth, Kas. 

New Sedalia Theatre, Sedalia, Mo. 

Lyceum Theatre, St. Joseph, Mo. 

New Crawford, El Paso, Texas. 

The Grand, the Boyd and the Fif- 
teenth Street theaters at Omaha all 
burned shortly after they came under 
Mr. Crawford’s management. These 
taken with the Crawford Opera House 
ef this city, in which there have been 
two bad fires, make five theatef fires 
in* properties under Mr. Crawford's 
control besides a small damage recent- 
ly in his Wichita Theater. 





Glidden Gets Absence Leave 
H. H. Glidden, manager of the Chi- 
cago Board of Underwriters, who has 
been closely confined to his desk for 
some time, and his health being some- 
what impaired, has been given a leave 
of absence to rest and recuperate. 





J. E. ABBOTT IS NOMINATED 


Defeat of Commissioner Beedle Taken 
to Show Revolt of Public Against 
Freak Legislation 








Madison, Wis., Sept. 16—(Special)— 
Although the official count has not 
been announced, it is practically set- 
tled that James E. Abbott has won his 
fight over George E. Beedle for in- 
surance commissioner of Wisconsin. 
The political race at the primaries 
seemed to resolve itself into a contest 
over the United States senatorship and 
the office of commissioner of insurance. 
The present commissioner, George E. 
Beedle, did very little work to secure 
his renomination, expecting the people 
would grant him the customary second 
term, while Mr. Abbott with the twen- 
ty-three withdrawing life insurance 
companies organized, entered early 
upon an aggressive campaign. 

Although the revenues of the insur- 
ance department are larger thus far in 
1908 than ever before in its history, the 
agitation over the “unwise legislation of 
1907” apparently furnished an opportu- 
nity for those opposing the new laws 
to consider the “reform measures” 
along these lines about finished. The 
nomination and election of insurance 
commisioner this fall, and the question 
of whether the people of Wisconsin 
desire to govern themselves or be gov- 
erned by a few public servants, seemed 
to be of vital importance. The people 
of this state seem to want less legisla- 
tion along new and untried lines, less 
noise and bluster. They say “Give us 
fewer laws, but have them plain and 
simple—something we can under- 
stand.” It is also evident that the in- 
coming commissioner’s course will be 
closely followed by many around the 
state capital and also by the general 
public. 





Mentioned as Hall’s Successor 
New York, Sept. 16—(Special)—John 
L. Tilney, of East Orange, N. J., a di- 
rector of the Massachusetts Mutual 
Life, and Second Vice-President W. W. 





The Western Reserve Gu 


OF CLEVELAND, OHIO 
MARS E. WAGAR, President ROBERT E. GOOCH, Secretary 





JANUARY, 1908 


CAGE BIE shes iscssccsccacnsecss S009 coreccos $470,530.35 
DEAE EEO oo 0:0:00.0.0.60:40.0000 s00siesoneds sesececeee 157,275.36 
SURPLUS TO POLICYHOLDERS ............. 313,254.99 











The OHIO GERMAN FIRE 


INSURANCE COMPANY 
OF TOLEDO, OHIO 
Capital $200,000.00 Surplus to Policyholders $260,192.74 Gross Assets $751,012.56 
M. DonneELLY, Pres. F. D. Prentice, Sec’y and Treas. 
AGENTS WANTED IN ALL DESIRABLE LOCATIONS 





HASKELL, MILLER & CO. 


159 LaSalle Street, Chicago. Cook County Agents 











Stands First among American Companies 
for Length of Service and Losses Paid 


Insurance Company of North America 
OF THE CITY OF PHILADELPHIA, PA. 


Losses Paid in 115 Years, $135,408,617-31 
Western Department, Erie, Pa. Establishedin 1864 
J. F. Downrnc, Gen’l Agt., W. N. Jonson and B. L. West, Ass’t Gen’l Agts. 














McClench of the company are men- 
tioned as successors to the late Presi- 
dent John A Hall. It is stated that | 
Vice-President Phillips declines to be a | 
candidate. 

The Prudential is considering the ad- | 
visability of reentering Arkansas for | 
ordinary business. | 
| 





Deal for Merger Is Off 

New York, Sept. 16—(Special)— 
President Falvey of the Massachusetts 
Bonding advises that the deal for the 
purchase of the Federal Union Surety 
of Indianapolis has been declared off 
by his company. It had been arranged 
to give one share of Massachuttes 
Bonding stock for two shares of Fed- 
eral Union, which was not agreeable | 
to stockholders of the latter company. 
Mr. Falvey refused to treat on any 
other basis. 
_ It is stated that Edwin Gott, who has 
just resigned as vice-president of the 
Massachusetts Bonding, will become an 
executive officer of the New York 
Surety Company, now being organized 
by John J. Caullet. 





Green Bay Shows Improvement 

At Green Bay, Wis., the electrical in- 
spection ordinance is being rigidly en- 
forced by the present chief of the fire 
department and a much better grade of 
wiring is being secured than formerly. 
The chief, not being an experienced in- 
spector, sometimes fails to detect viola- | 
tions of the rules, but as far as_ his 
knowledge goes the requirements of the 
code are enforced. It has been sug- 
gested that if an inspection fee was 
charged, a competent electrician might 
be employed to do inspection work and 
assist in extinguishing fires. This plan 
will be submitted for consideration of 
the local authorities. 








CONFLAGRATION PROOF 


Liverpool & London & Globe Insurance Co. 


LOSSES PAID IN THE UNITED STATES OVER 
ONE HUNDRED MILLION DOLLARS 
LOSSES PAID IN SAN FRANCISCO OVER 


FOUR MILLION FIVE HUNDRED THOUSAND DOLLARS 


UNITED STATES NET ASSETS, $12,560,211.94 
UNITED STATES NET SURPLUS, 4,421,815.47 


New York Office, 45 William St. 
- M. CAMP, General Agent 
Ohio, Indiana, Kentucky, Tennessee, Arkansas, 
West Virginia at Cincinnati. 


Northwestern Departmert: 
2 Salle Street . CHICAGO 
WILLIAMS. WARREN, Resident Secy. 
Geo. H. Moore, John V. Thomas, Asst. Secys. 











MARSHALL S. DRIGGS, President. F. H. WAY, Sec’y 
——ORGANIZED 1853——— 


Williamsburgh City Fire Insurance Company 


150 Broadway, New York 


F. H. DOUGLASS, Gen. Agt. 





BOGIES cine 10 cece 6080000008 coe 63.108,010..2 
Sebati tages... --. 1 708,686.18 
F. M. GUND, Manager Western Department 


FREEPORT, ILL. 
BRUMMEL BROS., Cook County Managers, 153 La Salle St., Chicago. 














The California Fire which has just been ad- 
mitted to Indiana has appointed Fieber & Riley 
agents at Indianapolis. 








ee aT 


OHIO FARMERS INSURANCE COMPANY 
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LEROY, OHIO 
Fire, Lightning and Tornado Indemnity 
STATEMENT JANUARY 1}, 1908 


Reserve fer Reinsurance............ «+++ $1,482,742.53 
ere = = dane nee oan i am 
eserve for Contingencies........---- C00; 
Net Cash Surplus.......s0+s-seceeeeesees 600,476.83 

Total Assets...........+-+ 05+ $2, 188,510.36 


JAS. C. JOHNSON, President 
M. L. BENHAM, Secretary 


ORGANIZED IN 1848 


Losses Paid More Than $13,000,000.00 
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FAIRBANKS, MORSE & CO. LINE 





Said to Have Been Written Under a 
Million Dollar Floater in London 


Lloyds 





Local agents in different cities where 
Fairbanks, Morse & Co., the big rail- 
road supply people, have properties, 
have had orders to cancel a big share 
of the insurance they have been plac- 
ing. 

It is understood that the firm has 
taken a million dollar floater in Lon- 
don through Johnson & Higgins of 
New York. It has had carried a mod- 
erate sized floater for some time, but 
now apparently has gotten a big one. 
According to report the floater is $1,- 
000,000 subject to a $50,000 limit in one 
location without coinsurance. It is also 
said the rate is about 85 cents or there- 
about. 

This indicates what London Lloyds is 
doing in this country. 





Robbins With Walla Walla 


James B. Robbins who formerly 
traveled for the Calumet in Iowa and 
Nebraska, and who later became an 
examiner at the home office, has en- 
tered the field service of the Walla 
Walla and is traveling in Indiana. 





To Handle Field Direct 


The Washington Fire of Seattle has 
given, notice to the home office of the 
Union of Buffalo that it will terminate 
its general agency at the Union office 
for New York, Pennsylvania and New 
Jersey. The reason for this is the fact 
that Vice President Yates is now lo- 
cated in Chicago in charge of all busi- 
ness east of the Rocky Mountains and 
can handle the eastern field direct. 





Writes An Underwriters’ Policy 

The Eastern Fire of Atlantic City is 
now issuing the Atlantic Underwriters 
policy in New York and Pennsylvania. 
This department is in charge of C. L. 
Stowel of Rochester, New York, who 
is general agent for the two states. 


New Deal in Nebraska 


Nebraska will have a brand new deal 
in her insurance affairs next year. Not 
only will the legislature be requested 
by Gov. Sheldon to provide for the 
creation of an insurance commission, 
but the personnel of the auditor’s office 
will be completely changed, owing to 
the results of the primaries held in this 
state Sept. 2. 

Both Deputy Auditor Cook and In- 
surance Deputy Pierce were candidates 
for state auditor. But Auditor Searle’s 
record in office has not been such that 
it is referred to as an example of what 
the reform movement in Nebraska can 
accomplish, and his deputies seem to 
have suffered as a result. Owing to 
this feeling throughout the state Ne- 
braska will begin on Jan. 1 with an 
entire new force of auditing and insur- 
ance Officials. S. R. Barton, Repub- 
lican, for the last six years grand re- 
corder of the A, O. U. W. in Nebraska, 
1s a nominee for the office, W. B. Price 
being his Democratic opponent. Mr. 
Price was an insurance deputy ten 
years ago during the populist regime 
in Nebraska. 








Claims Boycott Is Made 

Mrs. Lulu B. Epperson, a local agent 
at Nashville, Tenn., has complained to 
the insurance department of the state 
that she is being discriminated against 
by other agents who refuse to do busi- 
ness with her office. Commissioner 
Folk will investigate the charge to see 
whether the anticompact law is being 
violated. The evidence collected will 
be turned over to the attorney-general 


who can take such action as he deems 
proper. 





Wet weather having set in, all danger from 
forest fires in the state of Washington are over 
or the year. Thanks to the patrol inaugurated 
by the ay timber interests, loss from this 
Source has been nominal this season. 


Many Legislatures to Convene 

.The following legislatures in western 
states will be in session next winter: 
Colorado (Jan. 12), Illinois (Jan. 6), 
Indiana (Jan. 7), Iowa (Jan. 11), Kan- 
sas (Jan. 12), Michigan (Jan. 6), Min- 
nesota (Jan. 1), Missouri (Jan. 6) 
Montana (Jan. 4), Nebraska (Jan. 5), 
North Dakota (Jan. 5), South Dakota 
(Jan. 7), West Virginia (Jan. 13), Wis- 
consin (Jan. 13), Wyoming (Jan. 12). 





Paul to Enter Field 

J. B. Paul, former compact manager 
at Joliet, Ill, who went with T. M 
Goodloe of Indianapolis recently to do 
some temporary work in connection 
with the latter’s fire prevention appli- 
ance company, is now doing some work 
for the Chicago local board in connec- 
tion with the Dean schedule. He ex- 
pects to enter field work later on when 
he secures a satisfactory connection. 





Harry Gamble Makes Change. 

Harry Gamble, special agent of the 
Pennsylvania Fire in Indiana, has been 
appointed superintendent of agencies 
for the Meridian Life & Trust of Indian- 
apolis. He will leave the service of 
the Pennsylvania Fire. 





Will Increase Its Funds 
The directors of the Northwestern 
Fire & Marine of Minneapolis have 
voted to increase its capital from $200,- 
000 to $500,000, the new stock being 
paid for at a premium, which goes into 
the surplus. 





Rating Bureau for Kentucky 

The petition of Covington and New- 
port, Ky., local agents protesting 
against any change in rating arrange- 
ments, is not meeting with favor. The 
two towns are “excepted cities” and 
have their own rating arrangements. It 
is now the plan to have an independent 
rating bureau for Kentucky which will 
make rates for all the state except 
Louisville. The Louisville board, how- 
ever, will be asked to apply the same 
schedules as the state bureau. 





The result of the primary election for the of- 
fice of insurance commissioner of the state of 
Washington is still in doubt, with indications, 
however, strongly pointing to the retention of 
the present incumbent, J. H. Schively. 


WANTSGD 


BROKERAGE. We have Facilities to 
issue IMMEDIATE BINDERS UP TO 
$20.000 on Acceptable Risks. 


W. M. UMBDENSTOCK é CO. 


159 La Salle Street, Chicago 











We want a Local 
Representative 


in every town in Ohio, Michigan, 
Indiana, Illinois, Iowa and Wiscon- 
sin and other States in the middle- 
west. Would prefer a local agent 
or chief clerk in one of the leading 
agencies. Good money for spare 
time to those we appoint. 


In replying send us bank or em- 
ployer’s references. 


Che Western Underwriter 
Company 


145 La Salle Street, Chicago, Il. 


SURPLUS LINES 


EXCEPTIONALZFACILITIES FOR HANDLING SURPLUS 
AND DIFFICULT-LINES AND UNUSUAL FORMS. 


LLOYDS LONDON. empowering me to bind up %0 $12,500 on risks in the 
nite es an nada. 


FLO ATERS The property of manufacturers and merchants located in any 
s number of cities insured under one policy at low rates. 


Your patronage invited. 
Liberal Commission to Agents. 


F. R. THOMPSON 


Insurance in all its branches. 


159 La Salle Street, CHICAGO, ILL. 
Long Distance Phone Central 18. 


Prompt and careful attention assured. 


Cable Address ‘‘Thomarian.” 





W. H. MARKHAM & CO. 


ATTORNEYS AND MANAGERS, 
ST. LOUIS, MO. 


FRED S. JAMES & CO., Agents, Chicago 
D. A. FISHER, Agent, - - - Memphis 


Individual Fire Underwriters of St. Louis 
For Strictly High Grade SURPLUS LINES 


Non-Resident Brokerage Accounts Solicited 


12th Floor Pierce Building, ST. LOUIS 





ROLLINS & BURDICK 


INSURANCE 
159 La Salle Street 
Long Distance Phone Central 4076 


Chicago 


Exceptional facilities for writing and placing insurance in 
admitted companies on risks when the local market is exhausted 
anywhere in the United States and Canada. 


Also Binding Contract at Lloyds, London 
Immediate Binders given 
10% Commission 


Floating Insurance Written. Automobile Insurance Written 














WM. E. FOWLER & COMPANY 


GENERAL AGENTS 
FIRE INSURANCE 


417 East Baltimore Street, - - - Baltimore, Md. 


REPRESENTING 


Ce Soemapeiiten Fire Ins, Co. of New York for West Virginia, Maryland, Delaware, North 
rolina. 

Ohio German Fire Ins. Co. of Toledo, Ohio, for Maryland and Delaware. 

Globe Underwriters Ins. Agency of New York for West Virginia. 

German Union Fire Insurance Company of Baltimore for Maryland, Delaware, —-_ 
Pennsylvania, Massachusetts, Virginia, est Virginia, North Carolina, Louisiana, 1 
Indiana, Ohio, Michigan, Wisconsin and Minnesota. 


orida, 


We want a live and energetic agent in every city and town 
in the above states where we are not now represented 


All business reported to Baltimore office 


ersey, 








Dutchess Fire Insurance Co. 


POUGHKEEPSIE, N. Y. 
Total Assets - $548,567.73 


CRUM & FORSTER, General Agents 
NEW YORK CITY 


F; F. MURRAY, Special Agent for Ohio 
Commercial Tribune Building - CINCINNATI, O. 


Agents wanted throughout the State 
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AS VIEWED FROM CHICAGO 


OPENS A LOCAL DEPARTMENT 
The Walla Walla has opened a local 
department for Chicago business in 
connection with its general office in 
Chicago. L. S. MacEnaney and O. B. 
Swanson continue as local agents, so 
the local department at the general of- 
fice completes the quota of three agents 
allowed by the Chicago board. It is the 
desire of the company to develop this 
new department and in time represent 
other companies in its agency. 
+ * ” 
OUT APTER BALANCES 
Field men are out after back agency 
balances this year earlier than usual 
as companies find more that the cus- 
tomary number of delinquents. One 
company officer in discussing this ques- 
tion the other day figured that it in- 
creased the expense ratio about 10 
percent on agencies where special 
agents have to take a trip to make col- 
lections. Unless it were to force col- 
lection a special agent would not be re- 
quired to make the visit. In these days 
when the companies need the money, 
agents do not appreciate the desirability 
of prompt remittances. 
* * . 
SOME SMALL ONES HIT 
Some of the small companies are 
sailing close to the wind these days be- 
cause of heavy expenses, higher loss 
ratio and too much term business. It 
would not be surprising to see develop- 
ments in some quarters in a short time. 
Some companies have expanded too 
rapidly, have gotten tied up with sur- 
plus line business and have been trav- 
eling at too swift a pace. 
* * * 
BUSINESS IN SMALLER POINTS 
While companies report a decreased 
volume of business in the interior 
points, owing to less stocks being car- 
ried, yet the outlook seems more fa- 
vorable. The presidential year is in- 
terfering wtih trade activity to some 
extent and yet not as much as during 
the two previous campaigns. Country 
contracts for shipments are still very 
conservative. 





* « * 

WARNS OF DANGEBOUS LAMPS 

The Underwriters’ Laboratories, of 
Chicago, is calling the attention of 
companies and agents to the hazard of 
exposed bases of certain incandescent 
lamps. For the proper safeguarding of 
life and property the National Elec- 
trical Code prescribes that no live parts 
of an incandescent lamp base shall be 
exposed when the lamp is in the socket. 
The Underwriters’ Laboratories and 
manufacturers of sockets, receptacles 
and incandescent lamps have cooper- 
ated for several years for the estab- 
lishment of standards whereby this 
result has been accomplished for the 
bases of common carbon filament 
lamps. The newer high efficiency 
lamps, such as the Tantalum and 
Tungsten, require a metal extension 
or “skirt” over the bulb beyond the 
Edison screw base. Designs have been 
developed and adopted by American 
manufacturers for constructing these 
high efficiency lamps in such a manner 
as to insulate this skirt from current- 
carrying parts of the base and so secure 
in these types the same degree of pro- 
tection as that already obtained for the 
older patterns. Some of the foreign 
manufacturers, however, are supplying 
lamps having exposed skirts not insu- 
lated from the circuit. Attention is 
called to the desirability of giving pref- 
erence to lamps having no live metal 
parts exposed when placed in the stand- 
ard socket, which has a depth of 15/16 
inch in a vertical plane from the bot- 
tom of the center contact to the upper 
edge of the outer socket shell or wall. 

* * * 
HEAVY FOREST FIRE LOSSES 


The forest fires in the northern mining 
and lumber belts will be severer in 
their effects on insurance companies 
than most agents have contemplated. 





For instance, in the town of Chisholm, 
Minn., which was wiped out, a number 
of companies will be hit for $35,000 or 
$40,000 each. Losses elsewhere will 
force the aggregate due to forest fires 
to a high point. 

There has been one favorable aspect 
so far and that is the lack of high wind 
in the burning sections. If the drought 
continues and the fire is not blocked 
before the equinoctial gales set in, the 
results will be much more disastrous. 

The clause in the Wisconsin stand- 
ard form extending the cancellation 
period from five to sixty days in time 
of greatly increased hazard by “act of 
God” is being taken advantage of by 
policyholders in the forest fire belt of 
that state. 


The following are net losses at 
Chisholm so far reported: 
L. & L. & G...$44,000 Fire Asso...... 9,000 
BE ccctaces 000 Royal ......... 8,000 
N. Y. Under.. 40,000 Hanover ...... 8,000 
Springfield .... 26,000 Provid. Wash 6,800 
Firemans Fund. 17,000 Hartford ...... ,000 
PROMS cccccece ,000 tenga 4 egecece 000 
Continental 14,000 Sun, England 3,750 

MECN cccccccs 13,000 jagara ....... 2,000 

hoenix, Eng.. 12,000 North British.. 1,500 
Westchester ... 12,000 Rochester, Ger. 1,500 
Pennsylvania .. 9,200 German-Amer .. 1,200 


There are but a few companies that 
are refusing to renew policies in the 
danger zone. All companies are de- 
clining to take new business but take 
the position they are under moral obli- 
gations to protect existing policyhold- 
ers, even in the face of possible loss. 
Some agents have endeavored to get 
new policies to stick but cancellations 
have been made by wire. 

Advices to the Chicago offices from 
special agents indicate that conditions 
are improving and that the danger is 
much less. 

” ~ * 
STANDAED BEANCHING OUT 

The Standard Fire of Keokuk, Iowa, 
has been admitted to do business in 
Illinois. The company will proceed to 
secure agents through the general 
agency of Chas. Brock-Jones & Co., of 
Chicago. The company’s statement to 
the insurance department of Illinois 
as of Sept. 1, 1908, shows admitted as- 
sets of $192,008, reinsurance reserve 
$70,020, premiums written during eight 
months $56,081, surplus $11,134, surpius 
as to policy holders $111,134. With but 
$29,700 paid into capital stock account 
at the close of business, Dec. 3, 1907, 
this company has gone forward with a 
desire to extend its operations to other 
states and besides paying in the entire 
amount of its capital, has been admitted 
to two states, Washington and Illinois, 
within the last three months. 


* ’ * 
STUCCO HOUSES 

The stucco house and its effect upon 
the experience of companies has not 
yet been demonstrated; that is to say, 
there has been no public announcement 
as to the desirability of the stucco 
dwelling from an insurance standpoint, 
as compared with a full-fledged frame 
structure. A few years ago, when the 
plaster-cast house was first in evidence, 
the companies placed them in the frame 
class pending future developments. 
Meanwhile the popularity of the stucco 
house has greatly increased with home 
builders. As a conseqcuence there is an 
increased clamor for some discrimina- 
tion in rate and the comnanies are con- 
tinually called upon to come to some 
definite decision on the subject. The 
trend of opinion among underwriters 
seems to indicate that there will be no 
concession in favor of the stucco house. 

7” om * 
SOME LOCAL EVENTS 


The entire loss to Armour & Company’s fer- 
tilizer and wool houses in the stock yards at 
Chicago last week was $123,837. 

_ President E. G. Snow of the Home will be 
in ane next week en route to the Pacific 
‘oast. 





.The Lumber of New York and the Adirondack 
Fire will shortly begin the issuance of an under- 
writers policy under the title, Hudson Under- 
writers. The two companies being represented in 
common by the same agencies throughout the 


country will considerably simplify their business 
by discontinuing their individual writing and 
transacting all general business through the Hud- 
son Underwriters. 





FIDELITY 


FIRE 


INSURANCE CO. 
46 CEDAR ST., N. Y. 








SURPLUS TO POLICY HOLDERS 


CAPITAL $1,000.000. 
ASSETS 
$2,529,465. 
LIABILITIES 


$727,763. 
$1,801,701. 











FIREMAN'S FUND INSURANCE CO. 


San Francisco, 


MANNHEIM INSURANCE CO. 
of Mannheim, Germany 


Ocean cargoes— Export and 


Motor boat insurance. 


Marine and Transportation Insurance 


COLUMBIA INSURANCE CO. 
of Jersey City, N. J. 


THE UNION MARINE INSURANCE CO., Led 


of Liverpool, England 


Insurance on Hulls and Cargoes on the Great Lakes. 
Import. 

Automobiles under transportation forms. 

Tourist floaters, Traveling Salesmen’s floaters, 
Transportation floaters on Merchandise 
Currency and Securities by registered mail and express. 


ORR é WALL, General Agents, 2 6 4 Sherman St., Chicago, Ill. 
Agents wanted in desirable localities 





OF NEW 


AUTOMOBILE. .... 2000 ceee cess cece cceeceee 


TOURIST FLOATER...--... ..+. 
(Domestic and Foreign) 


SALESMEN’S SAMPLES. .............2000esceeees 
MERCHANDISE IN TRANSIT....... 22. eeeeeeee 
HULL ..0. eeceenccseetsccsteesceessessereerece eeeee 
VACHT 000 coce ccccccce sececcceccccccee © ceee cecces 


nie vite vcesnnstusribser ciahanic 
(Export and Import) 


FEDERAL INSURANCE CO. 


JERSEY 


CHUBB @ SON, Managers, 5 and 7 So. William Street, N. Y. City 
ISSUES THE BEST CONTRACTS COVERING 








INSURANCE 











AGENTS WANTED 





CORRESPONDENCE SOLICITED 


WITH AGENTS EVERYWHERE. 





C. K. Hottoway, Prest. 


Applications for agency will 


O. P. Conaway, Secy. 


COMPANY 
FIRE AND TORNADO INSURANCE 


O. G. Parker, Treas. 


Assets lalla li Policyholders 
June 30, 1908, Surplus, 
$497,306.59 FIRE INSURANCE June 30, 1908, 


$285,667.71 


receive prompt consideration 


MAIN OFFICE: 171 La Salle St., Chicago, Il. 





MICHICAN OHIO 


ILLINOIS 


General Agts., 


COMPANIES REPRESENTED 


CONCORDIA FIRE INS. CO., Milwaukee, Wis. 
NORTH RIVER FIRE INS. CO., New York City 
GERMAN FIRE INSURANCE CO., Pittsburgh, Pa. 
JEFFERSON FIRE INS. CO., Philadelphia, Pa 
NASSAU FIRE INSURANCE CO., Brooklyn, N. Y. 
DIXIE FIRE INSURANCE CO., Greensboro, N. C- 
BEN FRANELIN INSURANCE CO., Allegheny, Pa. 
QUEEN CITY INSURANCE CO., Sioux Falls, S. D. 


We write a general class of 





the above States. We have the 





KENTUCKY 
MISSOURI 


BIHERCE & SAGE 


and desire representation in ev 
it Non-Union Agency 
one or more of our companies is entitled to full capacity of our Office. 


WISCONSIN 
INDIANA 


MINNESOTA 


Detroit, Mich. 


SPECIAL AGENTS 


F. M. SAGE and F. A. MARSHALL, Detroit. 
J. T. KIRE WOOD, Garfield Building, Cleveland. 
GEO. B. SEDGWICK, 612 Pabst Bidg., Milwaukee. 
F. C. SAMMIS, N. Y. Life Bidg.. Minneapoiis. 
ORA C. KINNISON, Ligonier, Indiana. 


Town, Vili and City in 
wn, Village Aw 


i 
in the United States, and any agent 
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OHIO AND WEST VIRGINIA 


FIRE NEWS FROM CLEVELAND 








Business Still Remains Dull—Big Lines 
On Traction Properties to Be 
Placed by Agents 





Cleveland, Ohio, September 15— 
(Special Correspondence) — Business 
was expected to pick up here during 
the fall months, but so far resumption 
of operation among the factories and 
renewed life in the mercantile lines has 
failed to materialize to an extent that 
shows in the insurance business. Re- 
tail stocks are lighter than usual this 
fall and there have been no additions to 
wholesale stocks. Among the iron and 
steel mills the stocks have decreased 
gradually and as yet have not been re- 
newed to any appreciable’ extent. 
Agents, however, feel that business will 
shortly begin to improve. 


The situation with respect to trust 
companies doing a fire business is just 
where it was several weeks ago. Agents 
still insist that expirations in the hands 
of the banking department should not 
be used by the insurance departments 
and the committee appointed to confer 
with the Citizens’ Savings & Trust 
Company, the last of the large com- 
panies to establish an insurance de- 
partment, is still at work. No promise 
has been secured from the officers that 
the expirations will not be used by the 
insurance department and its represent- 
ative has not yet been admitted to the 
local exchange. The banker insurance 
agents state that it is useless for the 
agents to object to banks establishing 
insurance departments after they have 
been doing such a business for twenty 
years. They say that banks, with a 
large business to offer, will always be 
able to secure all the good companies 
they desire and that the agents do not 
stand any chance of winning out in the 
matter. On the other hand, the agents 
resent the banks’ entering the insur- 
ance business and in addition taking 
advantage of the renewals they have 
through mortgage loans. 


The Lake Shore Electric Railway 
Company is making arrangements to 
equip its properties with sprinklers in 
order to secure a reduction in insur- 
ance rates. The company has power 
houses at Beach Park, Norwalk and 
Fremont and substations at other points 
along the line between Cleveland and 
Toledo, The insurance has always been 
placed direct by the company and has 
been distributed among the agents of 
Cleveland and those in other towns 
along the line. The rate paid is said 
to have been $1.68, although the figures 
made by one of the inspection bureaus 
are over $2. As the properties are lo- 
cated in smaller towns and will not 
have the protection they would in this 


city, it is not known what rate will be 
obtained. 


_ Two members of the insurance clear- 
ing house have withdrawn. This is the 
first trouble of any kind the organiza- 
tion has had since it was formed. The 
withdrawals did not come through any 
dissatisfaction regarding the system, 
but from circumstances other than this. 


The Municipal Traction Company, as 
lessee of the properties of the Cleveland 

ailway Company, is placing the in- 
Surance for the coming year. The plan 
has been changed somewhat and the 
sprinklered fireproof and unsprinklered 
Tisks are all written together. The 
total line is $5,300,000 and the total 
Premium is about $20,000, making the 
average rate a little less than 38 cents. 
This risk has not been improved fur- 
ther than what was done by the Cleve- 


land Electric Railway Company some 
years ago. 


Special agents making their head- 
quarters in this city are complaining 


of heavy losses over their territories. 
It seems that the losses are keeping 
pace with those throughout the coun- 
try and will average up pretty heavy in 
the state at the end of the year. 


The city council on Monday evening 
authorized the purchase of thirty acres 
of land on Euclid Heights as a site for 
a new high-level reservoir’ for the 
water works department. The cost of 
the land alone will be about $90,000, 
while the total cost of the reservoir 
will be $600,000. It is said that the 
city officials have been advised by the 
Cleveland Inspection Bureau that the 
increase of forty pounds in pressure 
that may be secured in that way could 
be gotten by raising the sides of the 
present Fairmont reservoir forty feet 
and that the cost would be nothing 
like that entailed in building a new one. 
The underwriters would prefer that this 
large amount of money be spent in ex- 
tending the high pressure system of 
mains to the manufacturing districts 
and the addition to the pumping facili- 
ties of the city. 

A temporary restraining order has 
been issued in the case of the Cleve- 
land City Lumber Company to prevent 
the city from enforcing an ordinance 
passed four years ago. This would pre- 
vent the company from placing lumber 
piles within 100 feet of a dwelling 
house. The company claims that resi- 
dences have been erected on two sides 
of the yard since the ordinance was 
passed and that it would lose half its 
space through the enforcement of the 
ordinance. 





FREMONT HAS BEEN RERATED 





Inspectors Find Waterworks and Wir- 
ing Good But Construction and 
Fire Department Deficient 





A new tariff and report on Fremont, 
Ohio, made by the Ohio Inspection 
Bureau, shows the pumping machinery 
sufficient for the needs of the city, in 
good condition and under efficient man- 
agement. There are twenty-three miles 
of street mains from 4 to 16 inches; 
173 street hydrants, located about 350 
feet apart in business sections and from 
350 to 500 feet in dwelling section. 
With the fire pressure of 100 pounds at 
the pumping station, there should be 
no doubt of securing good streams 
from all available hydrants in the busi- 
ness section and inadequate service 
where pipes are as small as 6-inch and 
fed from one end only. 

Exterior electrical wiring is quite su- 
perior to that generally found. The in- 
terior wiring installed within the past 
two years, it is said, complies to a 
greater extent with the rules of the Na- 
tional Electrical Code than any that has 
come under the observation of the un- 
derwriters’ electrical inspector. The 
installations, while far from perfect, do 
not show unsafe conditions. 

In the congested section, while the 
blocks are accessible, the almost entire 
absence of fire shutters or wire glass 
windows on facing openings, unpro- 
tected vertical openings and rather in- 
ferior construction of the brick build- 
ings, taken with the inadequate force of 
the fire department, makes it very 
likely that, should a fire secure any 
headway, it would soon be beyond the 


Teutonia 


Fire Insurance Company 
of Dayton, Ohio. 
INCORPORATED 1865 








Cash Assets - - - - - $685,661.92 
Net Surplus over capital and all liabilities 487,128.90 





EDWARD PAPE, Pres. T. A. LEGLER, Vice-Pres. 
J. LINXWEILER, JR. Sec’y. 








THE SPRINGFIELD UNDERWRITERS 


MUTUAL FirRE INSURANCE 


COMPANY 
SPRINGFIELD, OHnI0 


AGENTS WANTED AT ALL D 


ORGANIZED 1902 


N.H. FAIRBANKS, pacer. 
M, L. MILLIGAN, racas. 
£. C. PRICE, avoivon « v. Paeev 


JOHN G. WETZEL, exovry. 
ESIRABLE POINTS IN OHIO 


CORRESPONDENCE SOLICITED 








COOPER’ 


Fire Insurance Co. 








of Dayton, O. 
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President Vice-President 
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Secretary 
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Fire Insurance at Cost 


THE CINCINNATI MUTUAL 
FIRE INSURANCE COMPANY 


LOUIS H. SCHWEER, General Agent 


W. S. STERRETT, Secretary 


Agents Wanted in Ohio. 
HOME OFFICE: 503-504 Fourth National Bank Bldg., CINCINNATI, OHIO. 





ORGANIZED 1851 


NATIONAL 


INSURANCE COMPANY 
Of Cincinnati, Ohio 
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President 
Secretary 


ORGANIZED 1867 


GERMAN FIRE 


Insueance Company 
of Wheeling West Va. 
Cash Capital $200,000.00 Net Surplus $222,604.02 


WM. F. STIFEL, President 
F, RIESTER, Secretary 
S. W. RICE, Supt. of Agencies 


DANA E. LATIMER 
WILLIAMSON BLDG. CLEVBILLAND, OHIO 





G. W. POHLMAN, Jr. - Agency Manager ! 


Special Agent for 
Ohio, Indiana and Michigan 





Eastern Fire Insurance Co. 


ATLANTIC 


CITY, NJ. 


Total Assets $486,514.93 Capital $200,000 


Net Surplus 


$89,547.49 





Ohio Agents Wanted 
ALLEGHENY FIRE 


Insurance Company 
Capital $200,000 Net Surplus $43,187.22 


MONONGAHELA 
Insurance Company 


Capital $200,000 Net Surplus $65,000.00 
PITTSBURGH, PA. 


Address Thos. C. Parsons, Spl. Agt. 
WILLIAMSON ELD. CLEVELAND, OHIO 


MERCHANTS AND 
MANUFACTURERS 


INSURANCE COMPANY 
CINCINNATI. 


CHARTERED 1838 PERPETUAL 


CAPITAL = = «= $150,000.00 
ASSETS = «© «= «= 272,837.44 

SURPLUS TO POLICY 
HOLDERS = «= «= 200,575.48 
William H. Calvert, President 
Winfield S. Hukill, Jr., Secretary 


'404 Firet National Bank Building 
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CHAS. R. STREET, Aes’t General Agent 
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power of the local fire department to 
control it. The manufactories, with 
few exceptions, do not expose one an- 
other, but the protection that may be 
-_ by the department is quite poor. 

order to bring the city up to the 
standard its size warrants, the follow- 
ing recommendations must be carried 
out: 

Provide duplicate steam mains from boilers to 
all penens engines. 

Provide 250 feet of good, 2%-inch cotton, rub- 
ber-lined hose and keep same on light hand reel 
and fit same with two l-inch nozzles; this hose 
to be used in case of fire in or about the pump 
house. 

Connect up all dead ends where practicable, 
so that the circulation may be bettered. Dis- 
continue laying any additional 4-inch service 
mains, even in the dwelling house section. In- 
stall at each street corner where there is a 
“Lowery” hydrant, a post hydrant of same 
as now in use at other points about the city. 
In setting new hydrants, place auxiliary valve 
between riser and service main, so as to facil- 
itate repairs without ae | off main valves. 

Construct two additional fire stations, one on 
east side of Sandusky river and one in the 
central western portion of the city, these sta- 
tions to be equipped with the one-horse, light 
combination chemical and hose wagon designed 
to carry not to exceed 800 feet of 2%-inch 
hose. ave each house manned by two firemen. 
Construct an approved fire alarm system. Provide 
a light one-horse ladder truck and keep an avail- 
able horse to haul same. 

Have the city council adopt suitable ordinance 
controlling the installation of all cases of elec- 
trical wiring, both for power and light, taking 
the National electrical code as a standard. 

Adopt the National Board building code as a 
standard for the construction of buildings. Ado; 
a_suitable fire limits ordinance that will exclude 
@i @ame and iron clad buildings of whatever 
kind from said _ limits, 

Create the office of oy electrician and give 
them police power, also have said official Pass 
upon all interior and exterior wiring and issue 
approval certificates therefor. 

Create the office of building inspector and have 
the National Board building code followed as 
the standard. 

Have the data for the waterworks kept in 
more approved manner as, at present, to obtain 
any satisfactory information, it is necessary to 
secure same only verbally. 





Ohio Agency Appointments 
Allemannia—Charles Mahon, Brya R. 
ved 
Gall, Fate 


Cooke, Marietta; L. D. Beekman, 
- Heister, Pleasantville; | & 

boro. 

Aetna—St. John & Clifford, Barberton; I. E. 
Davis, Leesburg. 

Ben Franklin—J. E, Mick, Chillicothe; Han- 
son & Fischer, Akron. 

Capital—M. > Roche, Youngstown. 

Commonwealth, N. Y.—W. J. Rabey, 
don; Judd Reese, Newark. 

Continental—W. P. Martin, Toronto. 

Calumet—J. B. Fox, Mansfield. 

Dixie—H. H. Wilbur, Zanesville. 

Firemans Fund—J. W. Campbell & Sons, 
Sardinia; Edward Matt, Lancaster. 

Germania—C. M. Jones, Dunkirk; Deise & 
Mapes, Collinwood; J. Cox, Leesburg; Nate 
Iddings, Bradford. 

Humboldt—O, F. Host, Hillsboro. 


Lon- 
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WESTERN SPECIAL AGENTS—J. O. 
epee. Mina.; 


Lee, Minne- 
M. S. Moore, Terre Haute, I 
Marsh, Hilledale, Mick.; D.C. Ze ~ —_ 


cerson— Miamisbu TE, c. 


Lon. 
Milw. Mech«"c, Hall 
oo, Cedarville)» 
McNett Fox 

Neil Richwood: 

Ebright, New ph RR Reuel & Lashels, 
Crentings =, Geneva. 

National, Ct. i, itchen, Cleveland; R. 
P. owen. "Chagrin Frits, G. A. _— ’Gal- 
loway; B. W. Justus, Hel te; P. Costiong, 
Grover Hill; E. Altonburger, tio 
| ol Fort. Jennings; Allen, eS 
bus ete David Davis & Son, Venedocia. 





Secret Service Inaugurated 

Gen. W. S. Rogers, Ohio state fire 
marshal, has announced the appoint- 
ment of five inspectors, whose duties, 
as outlined by him, are to make secret 
inspection of stores, factories, garages 
and other places where explosives are 
likely to be stored or rubbish to ac- 
cumulate, in order that steps may be 
taken to prevent fires. The names are 
not made public, and the new “secret 
service,” as it is officially called, is de- 
clared really to be an adjunct of the 
Republican state organization, designed 
to ferret out possible defections from 
party regularity. It was known at state 
headquarters that the appointments 
were to be made before General Rog- 
ers knew it. The men will be paid, of 
course, with insurance companies’ 
money, contributed by the insured in 
Ohio. 





Strong Companies Are Gainers 

Fire insurance men with headquarters 
in Columbus report business this year 
as about equal to that of last year, 
notwithstanding the financial depres- 
sion, now happily passing. Something 
of a change, however, is to be noted 
in the nature of the business. The best 
reports come from the strongest com- 
panies, while many of the weaker ones 
report a decided falling off. This is ex- 
plained as being due to the greater dis- 
crimination exercised by the insured 
in placing their insurance. The repre- 
sentative of one of the prominent com- 
panies says: 

This tendency puts it up to the companies 
and their agents to exercise equal care to get 
nothing but good business, and I find that our 
company is drawing the lines more strictly. 
Ona sprinklered risk, standard equipped, it will 
take ’most any amount, but it sets a close 
limit on other business, and adheres to it 
strictly. I found that out last week, in a large, 
well constructed and new risk, which I was 
very anxious to write, but the company told me 
the limit had been reached, and I had to let 
the other fellows have it. 





Pretty Well Cleaned Up 

The benefit that has accrued to both 
insurance and insured interests by the 
establishment and maintenance of the 
state fire marshal’s department in Ohio 
is much in evidence in the decrease 
both in the number and the magnitude 
of the cases which will be presented 
by the department to the grand juries 
of Ohio counties, this month, as com- 
pared with former years. All the crim- 
inal court of Ohio have begun their 
sessions, but the department has not 
more than twenty-two cases for pre- 
sentation. These are widely scattered 
and all are trivial. Not more than three 
or four of these can be traced to de- 
sire to profit by collection of insur- 
ance, most of the rest can be traced 
to motives of revenge, and in a few it 
is expected intent to commit crime will 
not be proved. Several of he cases 
involve intent only, as the act of arson 
was not committed. 





OHIO NOTES 


Kelley, Kline & Swihart succeed Kelley, 
Johnston & Kline at Eaton, io. 


Barker, Frost & Chapman get the California 
Fire at Toledo and P. J. Magly & Son at 
Columbus. 


Newburger & McCormack is a new agency 
Cleveland, starting with the state of Tiligois, 
Mr. Newburger is a brother of J. M. Newburger, 
the Chicago, Ill., local agent. 


The Ohio Insurance Agency of Cleveland has 
been snepepsenaes with a capital stock of $100,- 
000 by J. A. Burke, E. M Deestas. H. J. An- 
drews, F. M. Henders and C. A. Burke. 
Because the new fire oo vagstem, recently 
installed at Marysville, O., failed to operate 
properly, fire destroyed three barns in that 
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W. Krueger, Omaha i Neb.; A. t. % 
was A. W. Jones, Columbus, Obio. ae 














MODERATE LINES ON STRICTLY 
SURPLUS INSURANCE AT TARIFF RATES 
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UNITED AMERICAN FIRE INGURANCE COMPANY 
MILWAUKEE ‘ 

Cc. W. GREENE, GEN’L AGENT, 159 LA SALLE ST. 
CHICAGO 





Manufacturers’ Appraisal 


WALTER W. POLLOCK, President and General Manager 


PROPERTY OF EVERY DESCRIPTION 


CHICAGO—1632 Tribune Bldg. 
PHILADELPHIA—424 Walnut Street 


NEW YORK—50 Pine Street 


Company 


APPRAISEMENTS OF BUILDINGS, MECHANICAL EQUIPMENT 


CLEVELAND—201 Caxton Bldg 





ATLANTA, Fourth National Bank Building. 
BOSTON uilding 


eld 
CHICAGO, F 
CINGINNATIOE First National Bank Building. 
CLEVELAND, Garfield Building. 


THe AMERICAN APPRAISAL Co. 


MILWAUKEE, 
U.S. A. 


irst National Bank Building. 


The Standard Authority on Physical Values. 


PHILADE LPH 


tad ORLEANS, Hibernian Bank Building 


W YORK, Wall Street Baia? Bldg. 


IA, Crozer B: 
LOUIS, Frisco Baldiag 


st. 
SAN FRANCISCO. 
TORONTO, Bank of Hamilton Building. 


Disinterested Appraisals. 





WET sates PA PER 


We will allow you more than any one else can 
O. ADAMS MEG. CO. PAPER MILL 





104 MICHIGAN ST. 


PHONE 675 MAIN. 


CHICAGO 





Insurance Clerks. 


THE INSURANCE FIELD, - 


By W. D. MA 


TTHEWS 
(Chief Surveyor, Chicago Board of Underwriters.) 
A Reference Book For the Use of Fire Insurance Men in General. 
PRICE, IN FLEXIBLE LEATHER, PER COPY, $3. 
(By mail, postage prepaid, $3.10.) 


Raters. Builders, 

Special Agents. Students. 

Bxaminers. Inspectors. 

Company Officers. Local Board Officials. 
Brokers. Adjusters. 


General Agents. 


PUBLISHED BY 


The “Manual” has been carefully compiled for the particular use of: 
Fire Protection Engineers. Contractors. 


Agents. 

Solicitors. 
Architects. 
Engineers. 
Technical Schools, 
Property Ownefs, 


MANUAL OF INSPECTIONS 


= And all others interested in Fire Hazards, Inspections and the Safe-guarding of 
roperty. 


P. 0. Box 617, Louisville, K~ 











Broome Mfg. Company 


2 Drawer Cabinet as per cut 
1000 Expiration Cards 
1 set Monthly Guides 
1 set Daily Guides 
10 Blank Guides 


Complete Expiration Index 


for LOCAL AGENTS 





POPP er Peer rere rr rerrrrrrg 





to miss a renewal by using our system. 


$5.27 


By using one of our Card Index Systems, 
listing each Policy on a card and filing to 
the date of expiration you do not have to 
waste time writing up an expiration register 


and searching for renewal dates. Impossible 


Peru, Indiana 
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COLUMBIA INS. CO. OF JERSEY CITY 
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St. Joseph, Michigan 








place, Tuesday, causing a loss in excess of 
$2,000. 


Gee Office: 
159 LA SALLE STREET 


SURPLUS LINES 
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risks eae coverieg Ze to 


54 WILLIAM STREET 
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agents and cies cuespt in the St States of Illinois and New York. We also write 
ance covering against fire and theft anywhere in the United States, Europe or Canada. 


We can furnish you a policy 
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10% SPOMOBILE insur 
Commission, 1 


WE INVITE YOUR PATRONAGE AND PROMISE CAREFUL ATTENTION TO 
YOUR INTERESTS. 


MARSH & McLENNAN 


New York Office: 


id to 


London Office: 
123 BISHOPSGATE STREET 
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MICHIGAN AND INDIANA 


LEAGUE ADOPTS RESOLUTIONS 
Would Prevent Misunderstandings Like 
That Arising from Levering Case 
in the Future 








At the regular monthly meeting of 
the Indiana League on Monday the 
Lafayette situation was brought up by 
the reading of a resolution passed by 
the Indiana State Board and submitted 
to the league. The resolution con- 
demned the appointment of Fred Lev- 
ering as agent of two nonunion com- 
panies immediately on his resignation 
as inspector in that city. The league 
passed two resolutions—one that bonds 
of stamping inspectors hereafter should 
be made out to the Indiana State 
Board and Indiana League, jointly or 
separately, or to the local boards. The 
other resolution was that no stamping 
inspector should hereafter be appointed 
agent by members of the league until 
after five years from the date of his 
resignation aS a stamping inspector. 
This ignores the Levering incident, ap- 
parently on the ground that local 
agents at Lafayette, with the exception 
of the Roseberry and Underwood agen- 
cies, agreed that Levering might go 
into the insurance business forthwith. 
The state board members admit this, 
but say the two excepting agencies are 
the important ones in Lafayette, trans- 
acting a large part of the total business 
there and that many other agents 
signed the petition for Levering not 
realizing its full import and would 
withdraw their names now that they 
understand the real situation. League 
members say Levering’s case offsets 
an exactly similar one at Decatur, II, 
where the inspector became an agent 
for union companies, with their full ap- 
proval. 





Indiana Premiums Six Months 

Deputy-Auditor Cyrus W. Neal of 
the Indiana department has completed 
the tabulation of premium collections 
in the state for the first half of the 
year. The total by the fire insurance 
companies was $3,306,848, compared to 
$3,085,604 in the first half of 1907. The 
companies making the largest collec- 
tions for the half-year were: Aetna, 
$112,221; American, N, J., $89,143; Con- 
tinental, $192,260; Connecticut, $66,175; 
Hartford, $216,031; Home, $260,816; 
Ohio Farmers, $139,049; Phenix, N. Y., 
$184,443; Queen, $60,999; Royal, $66,268. 





Will Have Monthly Feeds 

The Indiana Nest of the Blue Goose 
held its first meeting for several 
months on Monday night, with the idea 
of reviving interest and awakening the 
organization to the possibilities con- 
fronting it. There was a gratifying at- 
tendance of members, who seemed to 
be glad to be together again. In dis- 


cussing plans for the winter, Irving 
Williams, a member of the local Cas- 
ualty Association told how that or- 
ganization was able to keep up inter-’ 
est by its series of monthly luncheons. 
The Blue Goose decided to try this 
plan, and will hold its first in the Board 
of Trade Banquet Hall the first Mon- 
day in October. The following month 
the members will be asked to bring 
the ladies along. Other features are 
proposed for enlivening the interest 
and keeping the attendance up to the 
limit. It is declared that the members 
feel that the associaion has much in 
it that is good and there is general de- 
sire to see the nest grow and prosper. 
Present indications are that it will. 
One gosling was taken in and -taught 
how to swim—W. H. Smith, of the Se- 
curity of New Haven. 





COMPANIES TAKE FIRM STAND 





Will Insist That Advisory Rates Be 
Secured at Richmond, Ind., De- 
spite the Protest. 





The local agents at Richmond, Ind., 
are clashing with their companies in 
the matter of rate observances. A few 
weeks ago the Richmond local board 
issued a circular calling attention to 
advances in rates on special hazards 
and the loss of certain lines, advising 
further that, at a meeting of the local 
board, the agents were authorized to 
write expiring business at the old rates 
pending consideration of the matter 
by the companies. After going into 
the case thoroughly and employing an 
inspector to examine some of the 
plants, applying the schedules, it was 
found that the schedules were applied 
with the best of judgment and that 
the increases resulting are entirely due 
to the condition of the plants. It is re- 
ported that these plants are, as a rule, 
in very bad condition and where there 
has been any attempt to make improve- 
ments, they have been done in a very 
shoddy manner. The schedules under 
former ratings were not applied cor- 
rectly, charges for serious defects in 
many cases being overlooked and cred- 
its for cut-offs that were not of suffi- 
cient account to be recognized were 
allowed. 

The opposition to the new rates from 
the Commercial Club of Richmond is 
said to be brought about mainly 
through the influence of the representa- 
tive of a firm whose line has not been 
placed with the local agents for the 
past three years. The Commercial 
Club believes it can obtain relief rates 
and has simply made a good strong 
bluff, expecting to secure lower rates 
without improving their properties. 

The action of the companies at this 
point is being watched closely by 
agents and manufacturers in other 
towns, as a consequence of which the 
governing committee has recommended 
that companies stand by the schedules 
and rates produced thereunder. This 
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JULY Ist 1908 


ASSETS 
Cashonhand and in bank $ 34,969.01 


City and County Bonds 421,533.60 
MortgagesandRealEstate 503,063.00 

eal Estate 90,062.47 
Interest due and accrued 11,612.63 
Due from Agts. andothers 95,064.30 


$1,156,305.01 


F. H. WHITNEY, — 
Vice-President. 


M. W. O'BRIEN, 
President. 


Michigan 
Fire and Marine Insurance Co. 


OF DETROIT, MICH. 
STATEMENT JULY Ist, 1908 
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Capital Stock 


$ 400,000.00 
Amount required to Rein- 


sure allout-standingrisks 448,081.58 
Losses unadjusted and 
not due 37,729.51 


Net Surplus 270,493.92 








$1, 156,305.01 
E. J. BOOTH, 


MICHIGAN COMMERCIAL 
INSURANCE COMPANY 


(FIRE) 
LANSING, MICHIGAN 


‘Total Assets - - - $1,041,817.24 
Surplus to Policy Holders 410,392.88 





F. A. Hooker, President 
Ropert HENKEL, Vice Pres. 
A. D. Baxsr, Secretary 


B. L. Hewett, Asst. Secy. 
RaLPH RAw Lincs, Asst, Secy. 
D. W. Anprews, Supt. of Agencies. 


Automobile Insurance 


AGAINST 





FIRE: Any cause; anywhere 
WRECKAGE: While in Transportation. 
THEFT: Including Robbery and Larceny. 


VALUED POLICY: No Co-insurance equine. NO RESTRICTION on Storage or 


use of Gosoline. 


Insurance Company of North America 
J. S. CROSBY & CO., Michigan Managers, Grand Rapids, Mich. 


Agents Wanted in Every City and Town 


Jacob Guthard & Son Co. 


95 Fort Street West, Detroit, Mich. 
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Solicited on desirable Michigan business for the: GLOBE & 
RUTGERS, SOUTH EASTERN ASSOCIATES and other reliable 
Companies. 














Indiana General Agency for Indiana Agents 7 


GEO. M. COBB & CO., 


OF THE 
Globe & Rutgers Fire Insurance Company of New York 
Cosmopolitan Fire Insurance Company of New York 
Pacific Fire Insurance Company of New York 
German Union Fire Insurance Company of Baltimore 
Insurance Underwriters Agency of the Spring Garden Insurance Company of Philadelphia 
Also the London Guarantee & Accident Corporation, Ltd., of London, England 





General Agents 
for Indiana. 


Agents wanted at all points in Indiana where not now represented 
All business reported direct to Indianapolis 
All agents are given the benefit of the entire capacity of our office 


Newton Claypool Bldg. INDIANAPOLIS, IND. 
A SOLE AGENCY COMPANY 


St. Louis Fire Insurance Co. 


ST. LOUIS, MO. 
EDGAR M. DAVIS, President BERNARD B, SAWYER, Secretary 


CAPITAL $100,000 








CHARLES W. DAVIS, Special Agent —Ohio, Michigan, Wisconsin and 
Northern Illinois, 159 La Salle St., Chicago 





C, C. BOWERSOX, Special Agent—Missouri and Southern Illinois, 





E. P. WEBB, 


Secretary. Ass’t Secretary. 
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recommendation is being observed and 
agents are being instructed to collect 
new rates, advancing any lines which 
may have been written at lower fig- 
ures. The governing committee has 
also requested Publisher Sellers to send 
an inspector to Richmond to personally 
visit each risk in controversy, pointing 
out the improvements which are neces- 
sary in order to reduce the rates, and 
how to make them. It is thought the 
vigorous policy now being put into 
effect by the companies will cause ma- 
terial improvements to be made in the 
special hazards, thus making the re- 
ductions desired legitimate. 





Indiana Losses Coming Fast 

Indiana special agents have their 
working clothes on. Losses are keep- 
ing them busy. For instance, within 
the last few days: 

Sept. 9, Huntington, lumber yard, 
grain elevator, $30,000; smaller losses, 
$10,000. Gaston-Powers & Co’s hard- 
ware store, $17,000; other losses, $8,- 
000. Two or three days earlier, livery 
barn, $3,000. 

Sept. 12, Elwood-Home Storage & 
Manufacturing Company, $16,000. See- 
leyville general store, $10,000. Oakland 
City livery barn, $10,000. The fire at 
Seeleyville was caused by the explosion 
of a moving picture film in a tent near 
the building. 

There have been numerous small 
fires. Luckily the weather has been as 
free from wind as it has been dry. Bush 
fires and grass fires are threatening in 
many parts of the state. Everything is 
like tinder after a drought extending 
from thirty to ninety days, with the 
average sixty days, under a hot sun. 
Insurance men are apprehensive over 
the situation. The water supply is low 
or entirely exhausted in many of the 
smaller towns of the state. 





Drouth Causes Danger 


On account of the long drouth con- 
ditions in many towns in southeastern 
Indiana are very bad from an insurance 
standpoint. Sullivan’s water supply is 
short. When Coalmont was visited by 
a fire on Labor day, resulting in the 
loss of four business houses and one 
dwelling, the town had to depend upon 
a pond a quarter of a mile away. Pri- 
vate wells at Shelburn are practically 
dry, and in case of fire the only source 
of water supply would be one town 
well. The water supply of a dozen or 
more coal companies is almost exhaust- 
ed and the companies are arranging to 
ship water in. The water supply of 
Elnora and Odon is very low. 





Indiana Agency Appointments 
Commercial Union—J. W. Cotton, Walkerton. 
Continental—Felix Blaising, New Haven; E. 
F. Hadley, Mooresville. 

Dixie—N. >. Morris, New Albany; Peek & 
Peek, Seymou 

Fidelity —J. 0. Kantz, Nappanee; F. W. Ray, 
Terre Haute. 


German, W. Va.—H. R. Culbertson, Fort 

ayne. 

Germania—J. D. Van De Vort, Scottsburg; 
E. E. Sutherland —_ 


Metropolitan—W. Elwood, Elkhart. 





ca a ae ay ig é. Sith, | ae og & 


gy AF A 
jueen—. Ango 
oe un—Phillip Keiley, Elkhart; E. G. Smith, 
Waila Walla—John Klingel, South Bend; W. 
F. Little, Evansville, 
Western Reserve—Moses Specter, East Chi- 
cago, 





HOT AFTER PREFERRED RISKS 





Fall Campaign Is Now On at Detroit 
and Rates Are Treated with Great 
Disrespect 





Detroit, Mich., Sept. 15—(Special 
Correspondence)—The fall campaign 
for dwelling and flat insurance is now 
on. Are rates cut? Of course they are. 
If you get hold of the right fellow you 
can about make your own price. In 
fact, an agent that has any dwelling in- 
surance at advisory rates has got to 
keep the fact under the hat, or it’s off. 
I heard of a peculiar case last week. A 
certain fire insurance company loaned 
a party $10,000 to build a flat. The 
agent making the loan wrote the in- 
surance at a cut of 50 percent, which 
was all right according to the theory of 
the agent representing the company 
and to the company writing the policy. 
A short time ago the flat changed 
hands. The new owner wanted to give 
the insurance to a friend of his, so 
told the party of whom he bought the 
flat that he did not want his policy. 
Of course the agent kicked, and said 
his company would cancel the loan if 
the insurance was not placed with it. 
“All right,” the new owner said, “I 
am willing you should.” The new 
owner got a policy from his friend for 
five years, but paid the same old rate, 
which the agent’s company thinks is 
enough or it would not take the busi- 
ness. 


Fairbanks, Morse & Co., who have 
branch stores in all the principal cities 
in the country and whose insurance 
amounts to over one million dollars 
and who have been placing their in- 
surance up to this time with the 
agents in the cities where they have 
stores, have canceled all the insurance 
and placed it through other sources. 
The average rates written by local 
agents was $1.21. Under the new deal 
with the 80 percent clause attached 
and no liability exceeding $50,000, the 
rate is 80 cents. The saving amounts 
to between four and five thousand dol- 
lars yearly. The question that is dis- 
turbing the local agents now is who 
writes the business. Is it a Lloyds 
proposition or have some of the brok- 
ers induced some of our good com- 
panies to take this line with the cut 
above mentioned. Some agents are 
going down deep to find full particu- 
lars. The Detroit agents lose a line 
of $50,000. Policies are written blanket. 


A good agent is a man who looks 
after the interest of the company he 
represents as well as his own. Some 
agents see the commission side of the 
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Liabilities - 


P. L. Hoadley, Pres’t. 





FIRE & TORNADO INSURANCE 


American of Newark 


Chartered in 1846 


Capital and Surplus 


CHAS. E. SHELDON 
Manager Western Department 
Rockford, Il. 


$7,230,738 17 
a 4,879,123 38 
- 2,351,614 79 


Jas. H. Worden, Seo’y. 





























insurance business only. Others act as 
if they were partners in the business. 
They want profit to appear on both 
sides. I heard of a case last week that 
illustrates my point. An agent in- 
sured an automobile for a party. The 
machine was 1905 make and known as 
a runabout. The company started off 
with $800 insurance and decreased to 
$500, increasing the rate from 2% to 3 
percent. When it came to decreasing 
the amount of insurance and increasing 
the rate the assured objected, but the 
agent stood pat. The assured looked 
around and got another fellow to take 
$1,000 on the auto at 3% percent. That 
week the auto burned; result, total loss. 
The first agent wanted earnings for the 
company, the second wanted commis- 
sion for himself. The agent got his. 
The company got the hot end. 


A fire occurred a few days ago in a 
summer resort. One of the guests got 
hold of one of the old-fashioned bottle ! 





fire extinguishers. Grabbing it, he ran 
through the hall crying out, “Who has 


a corkscrew?” 
Otp Detroiter. 


Southern National’s Change 


Preston & Jones of Detroit, who have 
been general agents of the Southern 
National of Texas for Michigan, have 
resigned the company and ou now 
report to the home office. B. Jones, 
of Preston & Jones, has Auk. special 
agent of the company on a salaried 
basis. The firm still represents the 
National of Cincinnati as general 
agents for Michigan and Illinois, 








Michigan Agency Appointments 
California—Holden & Hardy, Grand Rapids. 
Calumet—Temple & Nemire, Tecumseh. 

City of N. Y.—A. F. Stuart, Sault Ste. Marie; 
O. G. Quick, Manistique. 
a N. Y.—S. B. Cory, Calumet. 
Cooper—J. G. . Bauer, Blissfield; F. J. Maurice, 


corse. 
Federal—I. H. Swaney, Hudson. 





SEABOARD F. & M. INSURANCE CoO. 


HOME OFFICE, GALVESTON, TEXAS. 


B. ADOUE, Pres. 


J. H. LANGBERN, Sec’y. 


Cc, C. BOWEN, Ass’t Sec’y. 


Den eure og7 { ASSETS, $401,093.00 CASH CAPITAL; $250,000.00 NET SUBPLUS, $65,176.53 
ADDRESS HOME OFFICE FOR AGENCY 


Pacific Coast Department: Merchants Exchange, San Francisco. 


F. A, CHAPUIS, General Agent 





ORIENT 


INSURANCE 
COMPANY 


OF HARTFORD, CONN. | 


i 


CHARLES E. DOX 


MANAGER 


ORGANIZED 14870 


ts Concordia Fire 
Insurance Company 


of Milwaukee, Wis. 
Cash Capital = * $ 300,000.00 
| Reinsurance Reserve - = 820,989.64 
| Reserve for all other Liabilities 134,211.72 
NetSurplus - - - - $90,619.59 
TotalAssets - - - 5,445,820.95 


GEORGE BRUMDER, President 

GUSTAV WOLLAEGER, Jr,, Vice-President 
FRANK DAMKOEHLER, Secretary 

W. C. HUGHES, Supt. of Agencies 


BIERCE & SAGE, General Agents for Michigan 
and Ohio, Whitney Opera House Block, 
troit, Michigan. 





a SPECIAL AGENTS:—J. T. Kirxwoop, Cleve- 

171 La Salle Street, Chicago, Il]. andi, FRANK, M. Sace, Detroit; Guo. B. 

Gorham-Braden Company, General Agents 
40 South Fourth St., Minneapolis, Minn. 

Hewkope Ins, Co,of Des actnen Ba New Brunswick Fire las, Co, of Rew Brenswick, I. 


New Amsterdam Casualty Co. of o Now York, N. Y. Mlineis Surety Company of Chicago, Ill. 


Agents Wanted in Minnesota and Wisconsin 





VIRGINIA STATE: 


INSURANCE COMPANY | 
OF RICHMOND | 


Geo. L. Christian, President | 
Robert Lecky, Jr., V. Pres. and Sec’y | 
Assets - - $891,463.32 
Surplus to Policyholders 309,830. 08 


Agents Wanted in Illinois 


SHIPMAN & WAYNE 


General Agents 
GEO. L. PLATT, Special Agent 
159 LaSalle Street CHICAGO 


Louisville Insurance 
Company 


FIRE AND TORNADO INDEMNITY 


In business continuously under the same 
management since 1872. 


Application from leading agencies solicited. 


Henry P. Magill & Co. 
General Agents 


184 La Salle Street Chicago 





INCORPORATED 1849 


WESTERN 


INSURANCE COMPANY 





of Pittsburgh 


FIRE AND TORNADO 





CAPITAL = - = = = $300,000.00 
SURPLUS TO POLICY HOLDERS 436,030.32 
ASSETScc- - - -= = « 852,469.75 
LOSSES PAID TO DATE - - 4,186,250.00 


GERMANIA 


FIRE INSURANCE COMPANY 


NEW YORK 


ORGANIZBD 1859 


Cash Capital, - - $1,000,090 00 
: Assets, - - = $5,185,649 51 
Net Surplus, - - $ 949,260 99 


HEAD OFFICE: 
Cor. Wiltiam and Cedar Streets. 
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Franklin—Edwards & Son, Belleville; C. A. 
Hutchinson, Pullman. _ 

Glens Fails—E. D. Richmond, Pentwater. 

Guardian—M. D. Bryce, Detroit. 

National, Pa.—C. A. Coller, Eaton Rapids; 
G. A. Newman, Fowlerville; Wm. McLe 
Hastings; F. M. Lansing, Howell; J. N. B 
Marine City; J. C. Hurd, Nashville; T. H. 
Sawher, St. Clair. 

Royal, Eng.—E. P. Sherman, Bancroft; C. H. 
Rorabacher, Perry. 

Scot. N.—C. L. Rathbun, Otsego. 

Southern—Walmer Jorgenson, Grayling. 

Washington—J. E. Harris, Smith, T. 
A. Huston, A. G. Grzezinski, Wm. E. Zapf, D. 
E. Price, E. M. Price, and A. E. Hayes, De- 
troit. 

Western, Pa.—Rupersburg Brothers, Detroit. 





May Broaden Scope 


There is some talk of the Michigan 
Association of Local Fire Insurance 
Agents broadening its scope so as to 
take in casualty agents also. The two 
lines of business are so closely inter- 
woven in the agency field and it is so 
common for agents to live up to fairly 
good practices in fire insurance but 
make various concessions to the as- 
sured through casualty insurance, thus 
hurting both legitimate fire and cas- 
ualty agents, that reasons are advanced 
why both lines should be treated to- 
gether. 





MICHIGAN NOTES 


Holden & Hardy secure the California Fire at 
Grand Rapids. 

The Monongahela of Pittsburg, Pa., has been 
admitted to do business in Michigan. 


A volunteer fire company of fourteen mem- 
bers has been organized in the village of Fowl- 
erville, Mich., and weekly drills have begun. 

By a close vote the proposition was lost to 
bond the village of Otsego, Mich., for $6,000 to 
improve the waterworks plant and extend the 
mains, 


The lightning hazard continues to figure prom- 
inently with the farmers’ mutuals throwghout 
Michigan. At a recent meeting of directors of 
a company at St. Johns reports for the year 
showed that of the total fire loss of $19,000, 
$7,000 was caused by lightning. 

Mrs. Sarah Luce, of the old insurance firm 

of Luce & Hitchcock at Alpena, Mich., died 
last week at the age of 80. She was the mother 
of C. Luce, Michigan state agent of the 
Phoenix of Hartford, and T. M. Luce of the 
sprinkler department of the National in the 
western office. 
_ The village of Sutton’s Bay, Mich., will have 
its new waterworks system completed by Dec. 1. 
There will be a brick pump house, equipped with 
triplex pump operated by a 15-horsepower elec- 
tric motor. The reservoir will have 50,000 gal- 
lons capacity and will be located on Maxwell hill, 
giving a water pressure of 40 pounds. 


New fire hydrants are being placed in the 
business section of Ionia, Mich., following rec- 
ommendations of the fire chief. Four lines of hose 
may be attached to any one of these hydrants, 
as against but two on the old ones, and they are 
also arranged so that in case a fire engine is 
called from another city connection may be made 
without going to the river. 


INDIANA NOTES 
_ The new waterworks at Spencer, Ind., will be 
in operation by Oct. 1. 
The Rhode Island and the California Fire 
have been admitted to Indiana. 


Worthington, Ind., has added 1,000 feet of 
new hose to its fire fighting equipment. 
Py 5 oy has been transferred 

m the A, J. yr i i 
Cob ace J eyer agency, Indianapolis, to 

Stein & Weile have entered the business at 
erre Haute, Ind. They are young men and 


both are connected with the Terre Haute Na- 
tional bank. 


J. Sterling Kemp of Warsaw, Ind., special 
agent of the Delaware, Reliance ’and odhaster 
rman in Indiana is now the father of a new 
girl, the first born. 

At Indianapolis, 1 percent has been added to 
rate on building and contents, Nos. 341-349 


East Washington street, on account of defective 
electrical installation. 


Ph Haute, Ind., can boast of having two 
o Bl oldest ageneies in the state, the Smith 
untin agency and the Doak-Riddle-Hamilton 
agency, each being half a century old. 
marhomas c Bloomfield, who has been resident 
a gd at Indianapolis of the Fidelity & Cas- 
— has been appointed manager of the insur- 
of the meat of John S. Spann & Co., one 
¢ eading insura i 
in that city. g nce and real estate agencies 
Plants A and B, of the American Hominy 
meaty, at Indianapolis, have been covered 
under tornado policies without the proper 50 
Percent reduced rate clause. The tornado insur- 


ance being light as to value, companies are ask- 
ing for the clause. : ’ 


Charles W. Ray has entered the business at 
tre. Haute, Ind., by taking over the agency 
of Stimpson, Lee & Thomas. Mr. Ray is ex- 
county treasurer, has a wide acquaintance and 
is favcrably known, having taken an active 
Part in politics for years. 
The Keeley-Wagner-Jo 
yee agency at Terre 
Haute, Ind., has taken ground floor office in the 
erre Haute Trust building, where Charles A. 





alley, State agent of the St. Paul, and Ralph 
wi 


"peal special agent of the Western Reserve, 
continue to have desk room with the agency. 





IN ILLINOIS AND WISCONSIN 


TRY TO SOLVE DIFFICULTIES 











Big Joint Field Committee Visits Rock 
Island and Moline—Improve- 
ment Hoped For 





A large field committee visited Rock 
Island and Moline last week to investi- 
gate the increasing unsatisfactory con- 
ditions there. Charges of deviation 
from the tariff and a general determin- 
ation of agents to protect their busi- 
ness by the relief rule and otherwise 
has led to many complications. The 
local agents were not called together, 
but they were visited by details of field 
men. The field men, however, met to- 
gether and had a frank talk after the 
numerous cases had been investigated. 
It is thought that an improvement will 
be seen. 

The relief measure accentuated by 
one or two agents with a well devel- 
oped mania for not observing rates is 
the cause of the difficulty. It was 
found the governing committee of the 
Western Union, the executive commit- 
tee of the Illinois State Board, the ex- 
ecutive committee of the Illinois Field 
Club and the Western Sprinklered 
Risk Association had all granted relief 
and agents not interested in applying 
for the relief or the other rate bodies 
were not notified. Many of the cut 
rate cases therefore had been legalized 
by official decree. 

It was seen that the frequent use of 
the relief rule by one body with the 


rest in the dark about it had led to, 


general misunderstanding. 

It was also found that unfair en- 
croachments in a few cases had been 
made in Moline business by Rock 
Island agents. 

The committee that went to Moline 
was a very strong one and did more 
effective work than any other large 
committee that has visited a point. It 
simply rests with the special agents 
now to get Moline and Rock Island in 
line. This they have promised to do. 





Racine to Have Inspector 

The mayor and city council of Ra- 
cine, Wis., are taking up the wiring in- 
spection problem for the purpose of de- 
termining what sort of ordinance 
should be adopted and the manner in 
which it is to be administered. They 
have about decided to arrange for the 
employment of a competent electrician 
in connection with the fire department, 
so as to strengthen that branch of the 
service also. The wiring in the city 
has undergone considerable improve- 
ment during the past few months as a 
result of inspection by insurance repre- 
sentatives, with the cooperation of the 
management of the lighting service 
company and most of the local con- 
tractors. The adoption of an ordinance 
at this time will do much to make these 
betterments permanent by preventing 
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interference with them. The local 
authorities have at last come to realize 
that wiring inspection is absolutely 
necessary for the protection of the peo- 
ple against incompetency and fraud on 
the part of irresponsible contractors. 





CONTENTION AT BLOOMINGTON 
Local Agents Embarrassed Because 
Business Men Say Companies 
Have Not Kept Their Promise 





Bloomington, IIl., Sept. 15—(Special) 
—Local agents here hope the unfortun- 
ate misunderstanding as to rate reduc- 
tions between the business interests 
and the rating powers may be amicably 
disposed of. When Engineer Townsend 
of the Western Union was here and the 
question came up as to what rate re- 
duction would be given if certain fire 
protection improvements were to be 
made, the business men claim they were 
to be allowed a 13 percent decrease in 
all property affected by the new water 
mains. In this contention they are 
backed by the local agents. 

The city council passed an ordinance 
to effect a bond issue to meet the im- 
provements. The Dean schedule was 
applied in view of the proposed better 
fire protection. Around the public 
square the average decrease is some- 
thing over 9 percent. One man’s rate 
is probably decreased over 13 percent 


and another risk of a similar nature 


with no change in hazard receives but 
a few cents decrease. Yet each con- 
tributes alike to the new improvement. 
Bloomington was already rated under 
the Dean system but since then there 
have been revisions in the schedule 
calling for the “radiated exposure” 
charge and also penalties for defects 
that did not appear in the older sched- 
ule. This causes the seeming inconsisten- 
cies in the rates just promulgated as 
compared with the old. 

It is difficult and even impossible 
to convince the assured who receives 
but a few cents concession that he is 
getting fair play and yet the results 
under the schedule are correct. His 
rate has not been accurate in the past, 
but this contention carries little weight. 

The rating authorities claim that 13 
percent reduction on the existing rates 
was not promised, but that the business 
interests were told that Bloomington 
would be placed in a higher class and 
the schedule applied accordingly. 

The misunderstanding is most unfor- 
tunate. The business men charge the 
insurance companies with not keeping 
their promise and there is talk of not 
making the improvement in the fire 
protection and engaging in certain 
forms of retaliation. 

Some of the prominent field men 
have been here investigating all sides. 
The local agents feel greatly embar- 
rassed and have asked the state agents 
to appeal to the higher powers for con- 
cessions that will appease the wrath. 





Engages in Fire Insurance 

Charles Schermerhorn, general agent 
of the Equitable Life of lowa at Spring- 
field, Ill, who also represents the 
Maryland Casualty, is adding fire in- 
surance to his agency, taking the Con- 
tinental as his first company. Mr. 
Schermerhorn is a member of the leg- 
islature. 





Old Mutual Gives It Up 
The Pleasant Prairie Mutual Fire of 
Pleasant Prairie, with offices at Keno- 
sha, Wis., a mutual town company, has 
decided to quit business on account of 
recent excessive losses. For many years 
its losses have been light, but during 
the last six months they amounted to 
$4,700. It insured only farm property 

It commenced business in 1885. 





Negro’s Home Is Burned 
Incendiaries burned the farmhouse 
occupied by Sam Acuff, a negro, a few 
miles from New Haven, Gallatin coun- 
ty, Ill., last Saturday morning, while he 
and his family were in town doing 





shopping. He had been warned in a 
note that “Gallatin is a white man’s 


county.” The loss was $1,100. The 
building wos owned by August Schieb- 
er of Mt. Vernon, Ind. 





To Fight Forest Fires 

State Forester E. M. Griffith of Wis- 
consin has appointed a special force of 
fire wardens to fight the forest fires in 
the northern part of the state. The 
special wardens will organize the em- 
ployes of the lumber companies and 
fight the fires in a systematic manner. 
Mr. Griffith declares that a majority of 
the fires are caused by the criminal 
negligence of the settlers who persist in 
allowing brush and refuse to burn un- 
watched in clearing the land. The rail- 
roads also came in for their share of 
the blame in starting conflagrations, 
and deputies have been appointed to in- 
spect all locomotives to see that they 
are properly equipped with spark ar- 
resters. 





Lees Buys Goddard Agency 
E. H. Lees, who has associated with 
A. S. Goddard in the local business at 
Elgin, Ill., has purchased the agency. 
Mr. Goddard has been in ill health for 


some time and died this week from 
apoplexy. 





Wisconsin Agency Appointments 


Amer. Cent.—M. H. Zimmer, Independence; 
C. E. Reichenbach, . a R. C. Falconer, 
Camp Douglas; Jesse M 





! Surplus to Policy Holders...........+.+ 
Stickles, Mukwonago; : 


George Brewster, East Troy; William Sanders, | 


Waterford. 
Boston—G. G. Ziemann, Neenah. 
Concordia—C.. > Biome, Milwaukee. 


ae Fuller, Merton. 
ae Eg Hahn, Trevor. 
Cosmopolitan—J. Emil Johann, Green Bay. 
Cooper—T. M. Mathews, Kenosha. 


Detroit F. & M.—Walter C. Hintze, Wausau. ‘ 


GUARDIAN 


Fire Tusurance Company 


Des os W. Scott, Janesville; T. R. 
Haroer, Beloit; Albert Soderiand, Superior. 

Franklin—Anton F. Stiller, Green Bay. 

German ye Clark, Loyal. 


Hawke c¥e . You, Platteville. 
Mich. Hintze, Wausau. 
. Aas B. 


Milw. Mech.—A. 
Spengler, Marion. 
Phenix— 
Valton. 
Prov. Wash.—A, C. Gaffner, Grand Rapids. 
Royal Exch.—E. K. Cunningham, Berlin. 


ILLINOIS NOTES 


A_cut rate is reported on the yard of the Sta- 
ley Lumber Company, at Modesto, IIl., specific- 
ally rated at 60 cents. 


=. Belleville. 





,» Spencer; J. H. 
. C. Allen, Milwaukee; H. G. Hunt, ' 


It is reported that the Wenzelmann apartment ; 


house, at Galesburg, Ill., has been written at 


1% percent for three years, while the published 


estimate is $1.63 per annum. 

Watts Rossborough, special agent of 
Aetna, will travel out of Springfield for three 
months or so to cooperate with Special Agent 
Jones in looking after southern Illinois. 

A poor form is reported covering the 
the Manufactured Ice & Cold Storage Company 
at Bloomington, Ill. The policy covers in brick 

“buildings built contiguous,” and on_ contents; 
permit is given to make alterations, additions and 
repairs for a period of forty days at any one 
time and to cease operation as occasion or neces- 
sity may require ‘without limitation. The value 
of plant is given as it; ,000 with but $17,000 
insurance. A corrected form is being asked for 


and an effort made to increase the amount of 
insurance, 


lant of 


WISCONSIN NOTES 


The lumber companies in the outskirts of 
Wausau, Wis., have had hard work to save their 
yards from catching fire from forest fires. 


Licenses have been granted J. F. Croak at 
New London, Wis., for the American, Connecti- 
cut, Dubuque, Germania, Michigan Commercial, 
Northwestern National and Prussian National. 
The companies have been in the Cline and 
Knafstein agencies. 

Theodore Richter has severed his connection 
with the Milwaukee agency firm of Richter, Dick 
& Reutemann, with whom he has been asso- 
ciated for the last fifteen years. Mr. Richter 
has established himself in the same business, 
with offices at 318 Germania building. 


Partly as the result of protests from under- 
writers and prominent business men, the city 
council of Kaukauna, Wis., has recinded its ac- 
tion confirming the appointment of a new man 
to succeed the electrical inspector, who was de- 
posed by the mayor notwithstanding rovision 
in the ordinance that the -. ector shall hold 
office during good behavior. is leaves the old 
inspector in office. 





Ata meeting of the directors of the Stuyvesant 
Fire of New York, it was decided to increase the 
capital stock from $200,000 to $400,000 and the 
surplus from $100,000 to $200,000 by the issue 
of additional stock at 150. 





Southern Idaho agents are now reporting their 
=— through Salt Lake City instead of Port- 
anc 
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ASSURANCE COMPANY OF CANADA 
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A deposit of $200,000 has been made with the Minnesota Insurance 
Department preparatory to entering the different states 


H. S. WILSON, Managing Director 





Starkweather & Shepley, Inc., 


159 La Salle Street 33 


Chicago 


COOK COUNTY MANAGERS 





Keystone Underwriters 


Pittsburgh, Pa. 


Underwritten by the following Companies: 

GERMAN FIRE INSURANCE CO. 
GERMAN AMERICAN INSURANCE CO. 
MONONGAHELA INSURANCE CO. 


| Capital...........- $675,000.00 
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wee eee $1,240,502.29 
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218 FOURTH AVENUE, PITTSBURGH 
Reliable Agents Waated in lilinois aud Ohio 





ORGANIZED 1872 





OF PENNSYLVANIA 
CAPITAL, - - - $200,000 
‘ASSETS, - - - - 602,301 
‘NETSURPLUS, - - 31,251 


159 LA SALLE STREET, 


ORGANIZED 1882 


SOUTHERN 


Tusurance Zompany 
NEW ORLEANS, LA. 


CAPITAL, 
ASSETS, 
NET SURPLUS, 








WESTERN DEPARTMENT 


+ CHICAGO 


JOHN E. HENDRY, General Agent 





HARVEY W. MURRAY 
GENERAL AGENT 








oe RES 
INSURANCE COMPANY, 


OF AIX-LA-CHAPELLE, GERMANY. 


UNITED STATES BRANCH / 
U4 NEW YORK. 


SS ersey, Wo 










153 LA SALLE 8T. 
CHICAGO, ILL. 





AD 


bath H Hatin 


Surplus 


INSURANCE CO 


pap bod yale ler at RANCE 
of ? " 


ARSHALI 





& CO., 


September 17, 1908. 








rrea?ryTtYr 


xwWrTmarkrcrm re ar larce premium paver at the expense i Rida at tho 


aaa inital Darekred and 








$200,000 
893,312 
92,974 



























































past unfortunate experience, are de- 
clining to offer any inducements, pre- 
ferring to hold aloof rather than write 
the class below the published estimates. 


Publisher A. G. Beeson, of Omaha, 
has filled a long felt want by furnish- 
ing companies with a new desk tariff of 
advisory rules for estimating the cost 
of fire insurance in small, unprotected 
towns in Nebraska. This is intended 
for use of agents in localities where no 
specific estimates have been published, 
also for the convenience of daily re- 
port examiners, 


Electrical inspection is to become a 
live issue in Lincoln again, three fires 
in as many months causing a total loss 
of $30,000 having been caused by de- 
fective wiring. The lack of inspection 
is due primarily to the inertia of an 
aldermanic committee to which an elec- 
trical inspection ordinance was referred 
last March. This ordinance provided 
for the appointment of an inspector 
with power to condemn poor and de- 
fective wiring and cause its replace- 
ment with better wiring or its complete 
abandonment. The office would have 
had a nominal salary attached, the 
larger part of the emolument to come 
from inspection fees. This was re- 
ferred after a first reading to a council 
committee. The ordinance was buried. 
The recent fires arising from bad wir- 
ing have caused inquiry to be made 
regarding the status of this ordinance 
and it will be called up for a second 
reading and definite action at an early 
meeting. Insurance agents are locally 
in favor of such an ordinance and mer- 
chants, despite a few, hope to see strict 
inspection in the hope of reaping the 
benefit of reduced rates. 





Will Plant Colorado Agencies 
The Washington Fire has been li- 
censed in Colorado. President Carstens 
of the home office and Vice-President 
Yates of the central department meet 
at Denver soon to make Colorado ap- 
pointments. 





Diggins Makes a Change 

A. B. Diggins of Springfield, Mo., 
special agent of the London Assurance, 
has resigned to act in the same capacity 
for the Firemans Fund in Missouri and 
Kansas. The company may decide to 
appoint a special for Oklahoma, but in 
the meantime Mr. Diggins will look 
after the state. 





Applies for Board Membership 
C. W. Hutchinson of Menominee, 
Mich., special agent of the Calumet, has 
applied for membership in the Minne- 
sota and North Dakota Fire Underwrit- 
ers, Minnesota being a part of Mr. 
Hutchinson’s field. 





Marshal Siegel Dismissed. 


Fire Marshal Siegel of Des Moines 
has been dismissed by the superinten- 
dent of the police department. He 
was charged with being a member of a 
clique which rented houses in the ten- 
derloin district. The city is now with- 
out a marshal. At the instance of the 
fire agents the secretary of the Com- 
mercial Club appeared before the city 
council Monday and requested that the 
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doing business in that state that it is 
illegal to reduce the amount of insur- 
ance paid in case a vacant dwelling 
burns. The premium may be increased 
or a new policy issued, but the amount 
of insurance to be paid in case of loss 
can not be decreased because of non- 
occupancy. 


GENERAL WESTERN NOTES 

Virginia, Minn., has just received a new 
$5,000 steam fire engine, recently purchased. 

The Tri-State Mutual Grain Dealers’ Fire 
has been licensed to do business in Minnesota. 
The home office is at Luverne, Minn. 

D. C. Packard, general agent of the Sun of 
London and Westchester for Colorado at Denver 
and a local agent,- died this week. The J. B. 
Packard Insurance Agency will succeed to the 
local business. 


A_bill has passed the house of delegates of 
St. Louis providing for the creating of night and 
day shifts in the fire co ronenage To do this a 
small army of new employes will be necessary, 
adding $300,000 a year to the cost of maintain- 
ing the department. 


IOWA NOTES 


Lake Park, Ia., will vote on the waterworks 
question this week. 


An underground fire alarm system is to be in- 
stalled at Clinton, Ia. 


The contract for erecting a waterworks at 
Hospers, Ia., has been let. 

The election for a waterworks at Persia, Ia., 
has carried and a system will be installed. 


Paul Radloff has been arrested at Marshall- 
town, charged with firing a barn belonging to 
W. S. Giles, which was destroyed at a loss of 
$3,000. 

Fire suppose to have started from sponta- 
neous combustion in new mown hay destroyed 
the large barn and several sheds on the farm 
of George Knotz, near Creston, Ia. 

Mrs. Paul H. Hinsch, wife of the chief ad- 
juster of the Security of Davenport, last week 
committed suicide by inhaling gas. She was 
despondent over the death of a daughter and 
the recent suicide of her son in Chicago. 


The Tremont house at Clarksville was fired 
five times last Thursday and the proprietor 
finally caught a young woman, who had been 
in his employ a year, starting a sixth blaze. 
= had been reading dream books and was 
oty. 

It is believed that some firebug is trying to 
burn the town of Green, Ia. Within eight 
weeks four fires have occurred in dangerous 
localities and none of the origins can be dis- 
covered. The town is being carefully watched 
at night. 


Eire of unknown origin partially destroyed 
the coal chutes of the Iowa Central at Oska- 
loosa Monday, entailing a loss of several thou- 
sand dollars. It is believed the fire was of in- 
cendiary origin and many are accusing strik- 
ers or sympathizers. 








The American department managers of the 
Liverpool & London & Globe meet this week at 
Quebec. Next year they go to the home office. 





General Manager E. Roger Owen of the Com- 
mercial Union has arrived in this country to 
visit. department offices. 
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CAPITAL . . . . . + ’ . 
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MR LENEHAN’S ELECTION 


THe WestTEeRN Unron’s presidency this 
year goes to a man who may be said to 
belong to the younger school so long as 
managerial service is concerned. This is 
one of a few instances that precedent 
has been broken by not electing one of 
the veterans. The ranks of the old war- 
riors, however, are being depleted, and 
there are but few who are entitled to 
the place of honor because of their long 
and faithful service, that care to assume 
the responsibilities of office. 

General Agent J. H. Lenewan ot the 
PHENIX, who was elected to the presi- 
dency, has been a prominent factor in the 
business for many years. He was active 
as an assistant manager and a leader in 
the field before. Since being elected 
to the chief position in his large de- 
partment he has labored intelligently and 
conscientiously both for his own company 
and the WEsTERN Union. He will not be 
a novice in guiding the affairs of the or- 
ganization, as his service on the govern- 
ing committee, both as chatrman and 
member, has given him a splendid knowl- 
edge of the conditions and needs of the 
day. 

Mr. LeNnEHAN’s friends in the business 
everywhere are pleased at this honor that 
has come to a man who has achieved suc- 
cess by industry, ability, square dealing 
and fine executive leadership. 





RELIEF RULE 


In order to meet competition the af- 
filiated fire insurance companies have 
what is known as the “relief rule.” It 
provides that under certain conditions a 
lower rate is granted when outside com- 
panies are about to take the business or 
have done so. There doubtless are ag- 
gravated cases where such a rule can be 
justified. It is a weapon of self-defense 
and self-defense is justifiable. But wea- 
pons are always dangerous when in un- 
skilled, impulsive, unscrupulous hands. 

In principle it may be said that the 
relief rule as a means of self-defense is 
right. But looked at with absolute fair- 
ness to the assured as a class, it is wrong. 
We Americans believe in equal rights or 
at least claim to. We resent one man 
getting special privileges that gives him 
a distinct advantage over us. The pub- 
lic outcry against the railroads was due 
to the pernicious rebate system whereby 
favored shippers received special con- 
cessions over smaller competitors. 

The exercise of the relief rule in fire 
insurance is a concession to the as- 
sured that can get a lower rate from out- 
side companies. It gives that assured 
just that much advantage over another 
assured who is possibly not able to get 
a competitive rate. 

The use of the rule weakens the rating 
system which is founded theoretically on 
absolute fairness. The rule benefits the 





large premium payer at the expense of 
the small. ’ 

If companies can afford to give relief 
here and there, why not grant a per- 
centage reduction to all in the same class? 
That is only equitable. The rating sched- 
ule system of today is based on equity so 
that each risk will stand on its own bot- 
tom. The relief rule tends to undermine 
this very principle of justice to all. 

The frequent use of the rule has had 
a demoralizing effect on agents and the 
assured and resulted no doubt in manu- 
factured competition. 

We do not take the position that once 
in a long while self-defense is not neces- 
sary, but we do question the wisdom of 
the frequent use of the relief rule. We 
believe that disturbed conditions in some 
points can be traced to the employment 
of this agency in warfare. 

Would it not be well for the leaders in 
the business to canvass more trorotighly 
the effects of relief measures? Do they 
not destroy the efficacy of the schedule 
system and its defense before the public? 





SHOULD STAND FIRM 


ComPANIEs operating at Richmond, Ind., 
should cooperate in carrying out the 
recommendations of the governing com- 
mittee of the WesTerRN Union that tariff 
rates be adhered to. When the analytic 
schedule was applied to Richmond many 
risks were found in such bad condition 
that rates were advanced materially. A 
protest went up and the companies had 
a new inspection made of a number of 
risks to be sure that the schedule had 
been applied correctly. It was found that 
it had. Now there is no other logical 
or consistent course for the companies 
to pursue than to adhere to the rates. 
This is not a question of union or non- 
union, but of a square deal with the 
public. There are other cities in Indiana 
where owners of large risks have accepted 
advances with little protest and have gone 
about getting reductions by making im- 
provements. If the people of Richmond, 
apparently backed by the local agents, 
can get similar reductions without mak- 
ing improvements, the assured in these 
other cities certainly have just ground to 
complain that they are being discriminated 
against. 

If the companies expect to convince 
the public that they are sincere in claim- 
ing that the rates made under the sched- 
ules represent the correct measure of the 
risk they are assuming, they must ad- 
here to those rates. Otherwise the sched- 
ules become a laughing stock, a mere 
bluff for exacting money from those who 
are not shrewd enough to protest. 

According to the statements ot some 
in a position to know, there need have 
been very little trouble, if any, at Rich- 
mond, if the local agents had done the 
right thing when the new rates were 
promulgated. At Fort Wayne, for ex- 
ample, the agents almost dropped their 
other business in order to devote all their 
time to explaining the new rates to the 
assured and to pointing out the defects 
necessary to be corrected in order to 
secure reductions. The Richmond agents, 
on the other hand, are said to have done 
almost none of this work, but to have 
expressed sympathy with the protests of 
the assured, thus giving out the impres- 
sion that the companies were trying to 
rob the people. 





Personal Side of the 
Insurance Business 


James E. Abbott, of Madison, Wis., 
received the nomination at the Repub- 
lican primary in Wisconsin for insur- 
ance commissioner, according to unof- 
ficial returns. His opponent was Geo. 
E. Beedle, the present commissioner. 
No doubt the extreme laws passed by 
the last legislature governing life in- 
surance, which Mr. Beedle was called 
on to interpret and enforce contributed 
to his defeat. Speaker of the House 
Eckern, who was one of the chief fac- 
tors in the insurance investigation and 
was prominent in championing the life 
insurance bills went down in defeat. 
_Mr. Abbott is an experienced insur- 
ance man, having represented all classes 
of companies, 


Walter A. Sawyer of Columbus, 
special agent of the Springfield Fire & 
Marine in Ohio, and Miss Cornelia 
Sellers, daughter of Col. and Mrs. John 
L. Sellers of Marysville, Ohio, were 
married at 6 o’clock Tuesday evening 
in the Presbyterian church at that 
place, the Rev. Marshall Harrington 
officiating. A reception at the house of 
the bride’s parents followed. The 
young couple left at once on an east- 
ern trip, to be gone three weeks. They 
will live in Columbus. 


Col. William Lightfoot Visscher of 
the Chicago Press Club, writer, poet, 
journalist, humorist, actor and enter- 
tainer, will be present at the Blue 
Goose festivities in Chicago on the 
evening of Oct. 9, when the general 
roundup will be made. Colonel Vis- 
scher will give the ganders a half hour 
or so entertainment from his wide rep- 
ertoire of song, story, verse and imper- 
sonation. 


William L. Reed, a well known local 
agent of Portsmouth, Ohio, was killed 
by falling from the window of his room 
on the ninth floor of the Hotel Havlin 
at Cincinnati on Monday of this week. 
He was about 45 years old and leaves 
a wife and several children. He repre- 
sented a number of fire and casualty 
companies and the Mutual Benefit Life. 
For some time Mr. Reed had suffered 
from a slight cancer on his face. He had 
taken an X-ray treatment, which had 
proved highly beneficial and for months 
it had not troubled him. Recently, 
however, it began to cause him pain 
again and he had gone to Cincinnati 
for another treatment. It is known 
from his conversation that the thought 
of the disease weighed on his mind. 
Whether this burden caused a tem- 
porary loss of reason or his fall was 
purely an accident may never be known. 


Wm. E. Shoemaker, the famous 
sportsman of Sheboygan, Mich., who 
incidentally represents forty-three non- 
union fire companies and some others, 
has made a valuable discovery. He has 
learned how to hunt rabbits in the lux- 
urious manner befitting a_ successful 
business man. As the shades of night 
fall on the forest he cranks his auto- 
mobile and fills his cartridge belt and 
sallies forth for a spin over the wood- 
land drives. Sitting in the road, hyp- 
notized by the lights of the machine, 
are the bunnies waiting to be peppered. 
Mr. Shoemaker does the needful. He 
bagged seventeen one evening and did 
- even rub the polish off from his 
shoes. 


George F. Paille, a farmer near Ft. 
Wayne, aged thirty, finds his home 
broken up, his wife and two children 
ran away from him and his future life 
clouded, because he insured his barn. 
He belongs to the Amish church, or 
did belong to it until he insured his 
barn and was excommunicated for it. 
The church has for a tenet that mem- 
bers must not interest themselves in 
worldly affairs, that if the Lord sends 

(CONTINUED ON PAGE 18) 
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Premiums Received and 
Losses Paid by Companies 





In the annual report of the Wisconsin 
department certain interrogatories are 
made of the fire companies. Among 
others are the amount of gross premi- 
ums less reinsurance and return prem- 
iums received since. organization in 
this country and total losses less re- 
insurance paid during the same period. 

The table is one of value. There are 
but few companies that have been doing 
business for an extended period that 
show less than a 50 percent loss ratio. 

Another feature that impresses one is 
the magnitude of the transactions of the 
companies. The premiums collected 
and losses disbursed since organization 
for even a moderately sized company 
represent a huge fortune. 

With the charge so often made that 
the companies are not doing the need- 
ful as to losses, a study of the table 
will be of interest. | 


The following are the figures com- 
piled from the Wisconsin report: 


stn COMPANIES. 
WIscon — 











Premiums. Losses. —_ 

COTdIA .....e0- $12,387,997 $ 6,441,624 521 
se sl Fire.... 2,562,395  1,415,3 552 
Milwaukee German. 70,471 9,591 .136 
Milwaukee Mech.. 25,543,906 13,621,537 531 
Northwest’n Nat'l. 27,433,652 12,864,742 -462 
United Amer..... 311,353 79,610 .252 
Orner STATE COMPANIES. ” 

i eccvce 366,707 $ 110,335 3 

eee coecee “$10,050,508 112,036,857 .512 
Agricultural ...... 33,823,678 17,394,731 .514 
Afemenela sotecoce E000 10T 4,799,383 .476 
Amer. Central.... 35,361,571 18,945,875 .536 
American, wees 28,215,649 18,012,875 461 
Boston ...++ eeescce 37,772,257 25,110,292 .665 
Buffalo Commerc’l. 2,340,923 1,199,751 yo 

Buffalo German... 13,700,273 6,775,838 = 
Calumet ...eceees 640,381 743,726 1.161 
Camden .......... 5,494,809 2,611,612 .475 
Capital, N. H --- 38,970,969 2,165,758 545 
Citizens + ceaeeeues 5,764,595 ate 
City, N. ¥....-++- 778,501 240,957 . +4 

Colonial, N. Y.... 4,750,063 3,106,437 65 
Columbia, N. J.... 1,401,017 704,321 -503 
Commerce ...+-.-- 7,801,813 4,404,663 603 
Com. Un. ° -- 2,128,624 1,105,609 .519 
Commonw'lth, N.Y. 5,115,470 2,681,952 .516 
Connecticut ......- 50,519,376 29,579,409 .585 
Consolidated, Minn. 725,237 386,741 533 
Continental '.......122,308,792 65,980,244 539 
Cooper, hio...... 4,870,261 1,849,061 i 
Cosmopolitan ..... 1,272,368 405,452 a8 
County ....- see 5,202,577 3,101,042 .595 
Delaware, Del..... 714,160 482,461 676 
Delaware, Pa..... 40,169,421 23,991,465 .597 
Detroit F. & M.... 10,821,434 5,442,223 503 
DIG cccee coecese 1,152,661 223,703 -195 
Dubuque .....- . 8,342,266 1,123,665 336 
Eagle ....+.. 10,890,476. 5,705,514 524 
Eastern, N é 881,8: 406,203 .461 
Equitable .... 12,470,650 7,583,051 = 
Farmers, Pa.. . 13,161,804 8,503,438 rs 
Farmers & Merch.. 3,883,512 1,553,017 .400 
Federal .....-+eee .256,372 3,784,762 605 
Fidelity, N. Y..... (1,345,702 $27,994 .244 
Fire ssociation... 79,004,729 45,785,262 -578 
Firemans Fund.... 61,530,948 37,495,423 .609 
Firemens ...see0% 16,361,904 7,319,603 .447 
Franklin, Pa....... 38,231,599 21,534,498 .563 
German Alliance... 4,178,547 2,469,752 .591 
er. Amer., N. Y.. 93,562,884 50,646,440 541 
German, Ind...... 2,419,092 1,079,374 .446 
German, Peoria.... 6,630,434 3,186,074 .465 
German, Pa 9,458,326 4,526,669 .480 
Germania .-- 51,518,461 27,033,505 525 
Girard .cccee - 19,308,150 8,214,177 .425 
Glens Falls $1,528,887 15,669,011 491 
Globe & Rutgers... 15,295,808 8,365,688 546 
Guardian .. 805,466 265,755 .330 









Hamilton .. . 4,587,448 2,698,745 552 
enaver oe .- 58,888,089 31,577,497 -592 
Hartford .. . 196,486,611 117,615,952 599 
Hawkeye ..csceees 9,299,094 3,204,720 845 
Home, N. Y..cccce 192,393,346 110,323,342 -572 
Indianapolis ...... 2,118,057 1,051,584 .496 

orth Amer....... 198,702,359 135,456,711 .682 
State of Ill........ 2,424,594 950,869 .392 
State of Pa....... 23,553,090 18,071,101 -767 
Cfferson § ..ccccecs 2,941,760 90,9 .303 

.& L&G, N. Y 1,440,671 673,407 .467 
Louisville ..... ee. 8,444,789 2,284,613 .660 
Lumber, N. Y.... 648,447 264,465 .408 
Lumbermens ...... 4,273,145 2,153,502 .504 
Mechanics ....... e ,008,092 3,253,683 561 
Mechs. & Traders. 10,079,722 5,401,436 .536 
Mercantile ....... 13,828,655 9,047,999 654 
Metrorolitan ...... 785,470 $76,841 .470 
Mich. Commercial. 1,742,142 544,149 .312 
Michigan F. & M.. 9,554,013 5,342,928 .559 
Tre .454,059 2,916,650 .436 
National, Ct....... 62,560,287 34,209,858 545 
National, Pa....... 3,858,217 1,246,258 .323 
National Lumber.. 363,908 115,162 .316 
National Union ... 6,332,136 3,713,558 -586 
Newark ..ccccccce 6,876,749 3,452,078 .502 
New Brunswick.... 1,432,266 616,026 .430 
New Hampshire... 30,528,294 16,810,050 .528 
Niagara .ccccoscee 62,847,398 35,671,292 .569 
Northern, N. Y 3,471,155 1,924,417 554 
North B. & M.....- 1,282,814 361,534 .282 
North River....... 12,889,649 6,211,586 .481 
N’thwest’n F. & M. 2,017,684 950,611 .471 


(CONTINUED ON PAGE 18) 
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IN LIFE INSURANCE CIRCLES 


NOT ALL OFFICES GIVEN UP 








Experience of the Northern Life of 
Chicago With the Branch 
Office System 





The Northern Life of Chicago has 
not entirely supplanted the branch of- 
fice system by adopting the general 
agency plan. It has abandoned those 
branch offices which were not making 
good. When the company started it 
adopted the branch office system with 
an agency director in charge and later 
cashiers were also put in. In some re- 
spects President Flick thinks the plan 
has valuable features, but believes it is 
not suited to the requirements of new 
companies. After a good paying busi- 
ness is built up he gives it as his opin- 
ion that a company might seriously 
consider it. 

The Northern has some branch of- 
fices that have done very well and been 
profitable to the company. President 
Flick feels that because of the branch 
office system, the company was able to 
secure a higher grade class of men as 
agency directors than it might have 
been able to interest at the start as 
general agents. He thinks the financial 
depression and general shakeup in life 
insurance militated against the greater 
success of some of the branch offices. 





New Term Rates Out 
The Connecticut General has gotten 
out new rates on its ten-year term pol- 
icy. It is convertible during the first 


five years to any regular form. The 
rates are: 


Age Prem Age Prem 
Wicccvvcccseces $ 9.70 Be csescccssoce $12.58 
Blo ccccccccccce 9.78 BO. wccccccccces 12.93 
BBocccccsccvces 9.85 Ww cccvescccess 13.34 
BBicccccccscese 9.94 BL cccccccccces 13.82 
Bho ccccccceccee 10.03 AZ. cccccccccccs 14.37 
BWBiccsccescoces 10.13 4B. wccccccccece 14.99 
Bi ccccesesvcce 10.23 Bh ccccccccccce 15.69 
BT. cccccccocccs 10.34 46. cccccccccece 16.48 
Bi cvcccavceses 10.46 46. wcccccccccce 17.40 
BO. cccccccceses 10.59 BT. cccccccccece 18.45 
Oo ant wneescees 10.74 4B. ccccccccccce 19.61 
Dcvcsvenctsese 10.90 BO. cccccccccvce 20.92 
M0 6ss4seeccess 11.08 GO. wccccccccces 22.36 
DOiceceuseveses 11.26 Ble ccccccccccce 23.98 
Bhocccesccccces 11.48 BB. cccccccccoce 25.77 
Bec ctcvcveeecee 11.70 BB. ccvccccccese 27.74 
BBic20608800808 11.96 Bh. cccccccccccs 29.94 
Wescctccantows 12.25 Bb. ccccccscccee 32.38 





Ruling By Attorney-General 

Attorney-General Malone of Massa- 
chusetts has rendered an opinion at the 
instance of Commissioner Hardison 
relative to the question of issuing disa- 
bility insurance in connection with pol- 
icies of life insurance. Three compan- 
ies are interested—the Aetna, Travel- 
ers and the Columbian National. The 
attorney-general says: “In my opinion 
the proposed disability contracts are 
clearly dependent upon the original 
life policies. This being so, it follows 
that they are not separate and distinct 
Policies because their enforceability as 


WANTED 


Few good men with clean records, 
capable of handling towns, counties 
and states for the best young Life 
Insurance Company on earth. Un- 
usual features to aid development, 
Exclusive territory and splendid 
renewal contract. Fossils need not 
apply, but if you want the right 
Start on an up-to-date plan, that 
will bring quick results, address with 
information about yourself G-21, 
Western Underwriter. 








a practical matter depends wholly upon 
the vitality and existence of the life 
policies in connection with which they 
are to be issued. Consequently none of 
the companies is entitled to issue such 
disability contracts in the form and 
manner proposed.” 

In so far as the Columbian National 
is concerned, the question of issuing 
disability contracts in connection with 
its life policies was referred some 
months ago to the insurance department 
for its approval, and at its suggestion 
the disability feature was made a separ- 
rate contract. 





Orders a Rehearing 
The Michigan supreme court has 
ordered a rehearing in the matter of the 
Knights of the Maccabees and other 
fraternal societies for a writ of manda- 
mus to compel the Michigan commis- 
sioner of insurance to revoke his ruling 
requiring such societies to attach copies 
of their by-laws and constitution to 
each certificate issued if same were 
made a part of the certificate. The 
supreme court has ordered a_ resub- 
mission and a new argument of the 

matter to the October term. 





Society Was Reorganized 

The Western Reserve Mutual In- 
surance Corporation has been licensed 
by the Michigan department as a fra- 
ternal society with headquarters in the 
Whitney Opera House building, De- 
troit. The president is S. F. Walsh, 
who is the chief promoter of the new 
society. The Western Reserve Mutual 
is an outgrowth of the, International 
Security Company of Detroit, which 
sold policies giving hospital treatment 
but no cash benefits. Commissioner 
Barry, acting on the advice of the at- 
torney-general, ruled that this company 
was transacting an insurance business 
and should come under the supervision 
of the insurance department. As a re- 
sult of this ruling the International Se- 
curity was reorganized into a fraternal 
under the name of the Western Reserve 
Mutual. 





No Receiver of Republic Life 

John C. Fetzer’s petition to be ap- 
pointed receiver for the Republic Life 
of Chicago, of which Birch F. Rhodus 
of the three indicted Rhodus brothers 
is president, was refused by Federal 
Judge Kohlsaat. 

Mr. Fetzer is a receiver of the Central 
Life Securities Company, and he repre- 
sented that it would be for the best in- 
terests of creditors to combine the Re- 
public assets under the receivership of 
the stockholding company. 

Judge Kohlsaat said he desired to 
make a full investigation of the pos- 
sibilities of saving the company be- 
fore considering any petition for re- 
ceiver. Concerning Mr. Rhodus the 
court said: 

“T think his desire to remain as presi- 
dent of the Republic Life is wrong. In 
view of the existing circumstances he 
should resign as president and be satis- 
fied with an uncontrolling place on the 
board of directors.” 





More Fine Distinction 

THE WESTERN UNDERWRITER noted last 
week that Attorney-General Bingham 
of Indiana had given opinion that an 
assessment life association may not 
create a reserve fund for the purpose of 
reinsuring in a legal reserve company, 
yet may have such a fund and may so 
transfer it. In making the nice distinc- 
tion the attorney-general says that if 
a fund in raised for the avowed purpose 
of reinsuring, it would be against the 
laws of the state, but if a fund is raised, 
not for the purpose of reinsuring, but is 
used in that way the act would not be 
unlawful. “It depends,” he says, “on 
the intention of the company making 
the assessment; but the fact that the 
intention may be difficult to determine 
does not alter the principle involved.” 
The evil of raising a fund by assess- 
ment for the purpose of reinsurance 
would be in binding the policyholders 
to a contract different from that which 
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hard to place. 


Can You Write Life Insurance ? 


and did you know that the OLD COLONY LIFE is paying as 
much commission (and in some cases more), for writing the 
popular NONPARTICIPATING plans, as most of the participat- 


ing companies are paying for the HIGH-PRICED kind now so 


We make PERMANENT (Life) contracts, the NON-BREAK- 
ABLE KIND; 


with the Company or not. 


RENEWALS PERMANENT whether you stay 


Write for terms and plans, stating how much you can place annually. 
OLD COLONY LIFE 


INSURANCE COMPANY 
Old Colony Building, CHICAGO. ' 
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Advantage to High Class Salesmen 


Selling Our 


Guaranteed Income Policy 


The Cleveland Life Insurance Co, 





Home Office: Rockefeller Bldg., CLEVELAND, OHIO 7 





SoNNECT WITHA Comp, 


. MANAGEMENT Ny 
. JIS ALIVE 





WHOSE WHOSE 
POLICIES ¥ - POLICIES 
ARE u ARE 
UP TO DATE. ¥ \ SELLERS, 
WHOSE we . WITH 
AGENTS jf EVERYTHING 
AppRecaATED RY. 
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Address Home Office, 


THE LINCOLN NATIONAL? LIFE 


Now three years old with a surplus t~ 
a policy holders of $185,0 


Is Writing a Large Business with 
The Stock Option Plan 


Lincoln Life Policies contain more benefits and privileges and fewer 
restrictions than the policies of most other companies combined with 
the stock option, They are 


Easy Sellers at 100 Cents on the Dollar 


Good Commission Contracts for Indiana, Ohio, Pennsylvania and 
Kansas, 
No Advances—No Rebaters 


Ft. Wayne, Indiana 








A Good Man Wants a Posi- 
tion With a Good Company 


A Company that can meet the requirements of the various Insur- 
ance Departments, prospective insurants and policyholders alike, and 
at the same time so arrange a schedule of commissions that a 


in the field will be profitable; one whose general agents are all making 
money. Such is the 


SECURITY LIFE INSURANCE COMPANY OF AMERICA 


For General Agency Contracts, address 


ROY M. MARSH, Superintendent of Agencies 


position 


THE ROOKERY, CHICAGO, IB. 
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they agreed to in the beginning. They 
would be asked to pay a stipulated pre- 
mium instead of assessments depending 
to some extent on the expenses of the 
association. Such a fund might be 
raised by placing liens on policies, thus 
reducing the value of the policies. 





TWO FRATERNALS ARE MERGED 





Pathfinder of Cleveland, Ohio, Is Ab- 
sorbed by the American Insurance 
Union of Columbus 


At a meeting in the offices of the 
fraternal organization at Cleveland last 
Saturday, the supreme officers of the 
Pathfinder signed an agreement to con- 
solidate the order with the American 
Insurance Union of Columbus. The 
agreement provides that the 10,000 
members shall become second year 
members of the American Insurance 
Union. This means that all death 
claims during the year shall be scaled 
one-third. After that they become full 
members. The present death claims of 
the Pathfinder are to be paid from the 
future premiums of the members of the 
order, after having entered the Colum- 
bus organization. After paying cur- 
rent claims, providing for the reserve 
and setting aside a reasonable amount 
for expenses of operation, the balance 
up to $35,000 is to be used for paying 
the order’s obligations. This matter 
will be in the hands of trustees. The 
fact that the American Insurance Union 
takes over $12,000 in cash does not 
seem to make much difference on this 
score. 

George R. McKay, president of the 
Pathfinder, is to be employed as vice- 
president of the American Insurance 
Union at a salary of $5,000 a year, but 
he says this is conditioned upon his 
retaining 8,000 of the 10,000 members 
in the new relation. He states that it 
was necessary for the order to make 
some arrangement for consolidation 
with another organization and that the 
best agreement was made that could 
be gotten. 

The premium income from the mem- 
bers of the Pathfinder was about $100,- 
000 annually, while the average annual 
amount of death claims was $60,000. By 
scaling certificates the first year, this 
amount will be reduced to $40,000. 
After paying this and providing $26,000 
for expenses and reserve, there will be 
a balance of $34,000 to be used by the 
trustees of the Pathfinder in settling 
past claims. It is believed that all 
claims will be met within a year. 


Columbian Now Six Years Old 


The Columbian National Life was six 
years old on Sept. 11, at which time 
President Childs reported to the di- 
rectors an excellent showing for the 
past quarter. There has been a very 
encouraging increase in insurance writ- 
ten and paid for and a good gain in in- 
surance in force for each of the summer 
months, and the agency force is enter- 
ing on the fall campaign with the spirit 
of enthusiasm which wins. Each month 
this year has shown a gain over the 
preceding one in business written. 

This company’s special opportunity 
as the only Massachusetts nonpartici- 
pating company, coupled with the fact 
that it writes accident and health insur- 
ance, is apparently beginning to tell. 
The Columbian has made agency con- 
tracts on the new basis with a large 
number of splendid managers and 
agents. 


A. O. U. W. Man for Auditor 


Fraternals in Nebraska are interested 
in the nomination for state auditor by 
the Republicans of S. R. Barton, who 
has been grand recorder of the A. O. U 
W. for three terms. This connection 
would not excite attention except for 
the fact that the officers of the order 
acted as lieutenants in getting votes for 
Mr. Barton. The best efforts were put 
forth to marshal the entire membership 
of the A. O. U. W. at the polls. This 











quarters, the statement being made that 
while there is no express provision 
against the use of a fraternal order for 
political purposes, the prime objects of 
such associations presupposes their 
freedom from — The A. 

W. supported Barton loyally and 
because of the salienion thus created 
other fraternal orders have their ears 
close to the ground. 





Aetna’s Convertible Term Policy 


The Aetna Life has issued a seven- 
year convertible term policy on the 
non-participating plan. The policy is 
limited to $10,000 on a single life. The 
policy is convertible to any other form 
on any anniversary within the first five 
years, either as of age of issue with 
payment of additional premium with in- 
terest, or as of attained age, at rate for 


that age. The premium rates per $1,000 
are as follows: 
Age Rate. 


Rate. 





Comment on Union Central 


The Insurance Field makes the fol- 
lowing editorial comment on the Union 
Central’s stock increase: 

The proposal of the Union Central Life In- 
surance Company to increase its capital stock 
from $100,000 to $500,000 by issuing treasury 
stock paid up by undivided profits to —_ 
ers on non-participating business, is clearl 
plained by President Clark’s statement. wase 
profits, to which the stockholders are entitled 
under the explicit provisions of the charter, 
have been permitted to accumulate for years 
without division. They added to the strength 
and security of the company and their commis- 
sion into capital stock will not in any way 
detract from its strength and security. These 
profits now amount to $779,788. The Ohio au- 
thorities are contending that they belong to 
policyholders because they haven’t been divided. 
The stock of the Union Central is limited to 
5 percent dividends except out of non-partici- 
pating profits. If it could be shown that policy- 
holders had been deprived of their own right- 
ful profits on participating business the state’s 
contentions might have some foundation in equity 
and morals; but there is no such contention. 
The company has always been managed in good 
faith to its mutual members and is entitled to 
good faith in return, Every fair man_ will 
concede that the increase of stock rendered 
necessary by state laws can fairly, properly and 
juctly be issued from the undivided stock 
profits. 





To Confer As to the News 


President C. J. Edwards of the Na- 
tional Life Underwriters’ Association 
will be in Chicago soon en route from 
the Pacific coast to meet Secretary 
Waite and other members of the “ex- 
ecutive council” in charge of Life As- 
sociation News. W. Sammis, the 
editor, is now in Chicago, being general 
agent of the Washington Life. Mr. 
Sammis is not able to give the News 
his time and some arrangement will 
have to be made for it. Mr. Sammis 
may agree to supervise the work as a 
matter of accommodation for a time 
until the new man gets installed. 


LIFE APPOINTMENTS 


Michigan 

Columbian Natl—Wm. W. Finch, Alma; J. 
P. Wierman, Breckenridge. 

Illinois—W. J. Russell, Manistee. 

Mass. Mut.—Lee Pierce, Oxford; A. A. Gra- 
ham, Detroit; J. E. McDonald, Buena Vista. 

Mich, State—J. A. Cooper, Detroit. 

New England Mut.—B. F. Huestis, Harbor 
Beach. 

Old Colony—J. H. Harder, Niles. 

Pacific Mut.—W. H. Mercer, Detroit. 

Equitable, Ia.—A. E. Heaton, Painesdale. 

Federal—David Tennant, Hubbell. 

Fidelity Mut.—H. D Jessup, Lansing. 

Iilinois—C. T. Smith, Traverse City. 

John Hancock—D. 





Skibbs, Detroit. 
Mich. Mut.—F. G. Noechtoslein, Franken- 
muth; F. H. Boersma, Kalamazoo; W. A. 


Gleeson, Milford. 
New York—Paul N. Johnson, Ovid. 


Parent and C. F. 


E. Rogers, Alpena; M. J. MacDonald, Monroe; 
¥»- Hughes, Onaway; Jacob Durfy, Potter- 


e. 
Pacific Mut.—H. S. Eastman and Wm. S. Gal- 
lagher, _~— G. D. Tunison, a. ‘4 
Ind.—Ben 1 Gien Detroit; B. Smith 
Rapley, Flint; B. R. Moore, Lindos 

nion " Central-—Clyde Collar, Lowell. 
Conn. Mut.—F. e 
Des Moines—J. G. Arthur, Detroit. 
John Hancock—C. F. Genthe, Detroit; T. D. 
Tanner, ye Haven. 
Mich. Mut.—H. T. Foster, Adrian; T. W. 
ae ~~~ 

New England Mut.—Chas. H. Collins, Detroit. 
Pacific <> 2 H. Benton, Chelsea. 
Travelers—E. Brighton, Manchester. 
Western Life FB —M. D. Schneider, Jack- 


son. 
Wisconsin - 
Bankers, Ia.—E. J. Means, Milwauk 


~¥ England Mut.—Joseph M. O’ Slease, West 
en 


Ohio 
Aetna—J. x. dade, Cleveland; Jay Falken- 
bu Akron; C. A. we Toledo. 
Equitable, Ia.—L. E. Acker, Lake. 
Home—I. Ellis, Cleveland. 
Mutual, N. Y.—A. H. ae Cincinnati; M. 
yA Sweepston, Adelphi; W. éD DeVal, Cleve- 
land; Wolfinger and 2 & Lohr, Cuya- 
hoga Falls; Marvin, Ravenna; Cyrus 
Pottenger, Cincinnati. 


THE PENN 
MUTUAL LIFE 


OF PHILADELPHIA 


Fulkerson, Montague. 





Has furnished perfect pro- 
tection at proper rates for 
=————59 years 





Our agents are representative citizens of 
their respective communities. | 


THAT NEW POLICY 


ANDRTHOGE NEW RATES AND VALUES 


turn prospectives into policyholders. Hi Pp 
ly liberal policy and values, extreme} 
premium rates, — annual dividend 
reco: 


MASSACHUSETTS MUTUAL 
LIFE INSURANCE COMPANY 








SPRINGFIELD, MASS. Inc. 1851 
cy: L. Bracxerr Bisxop, 
Cheng its Loan & Trust “y= ee 


Columbus Agency: 1003 Outlook Building. 








“That the cost has been reduced, appeals 
direstly to the intelligence and common 
sense of the people.” 





The 
Prudential 


[The Greatest Success in Life Insurance am 


We want Agents. 
We want 
We want YOU! 
THE PRUDENTIAL INSURANCE COMPANY 
OF AMERICA 








Gompaay by the State 
Jersey 
NEWARK, N. J. 


Incorporated as rue 5 
JOHN PF. DRYDEN, 
President. 














Commercial Life Insurance Company C#!cAso 


LOUIS M. WISE, President 
Incorporated under the Laws of the State of Illinois 


Writes all leading forms of non-participating policies 
Remunerative Contracts to Live Men 
Good territory open in Illinois and Minnesota 





new territory east and west, and want 
general agencies. 


The Old Line Bankers Life Insurance Company is constantly entering 


Write us for terms and territory. 


Bankers Life Insurance Company 


——— Nebraska 


at once hustling men who can handle 


Your DELAY will be your LOSS. 





& Picasesno, General ak See: 
eee Ruse, General rel Agente _—_ 


Provident Life and Trust Company 


oF PHILADELPHIA 


Insurance in Force, $191,986,786.00 Assets, $61,033 581.59 
The NEW POLICIES of the Provident ar - The premium rates o! dent are — 
; assed for conciseness and and simplicity of form tagly low m and are ap yp ty by large 
andi for adaptability and liberality in all essentials 
CORRESPONDENCE WITH cauurs SOLICITED 

Yercsr & Extis, General Agents, WesternOhbio . . 312 Usion Trust B x ¢ nati, Ohio 
§. S. SAFFOLD, General Agent, Eastern Ohio o.2« « = = oe land, Ohio 
J. W. Croox, General Agent a me ow Toledo, Ohio 








: : - ; : "ea as ene 





A regular legal 


reserve with *he 





with all Policies secured 


contracts. Aa excellent opportunity for a 
ADDRESS THE HOME OFFICE 
Missouri Trust Building 


ST. LOUIS NATIONAL 
LIFE INSURANCE COMPANY 


P. M. STARNES, President. 





Capital Stock, Full Paid, $150,000.00 


reserve, old line Life Insurance ag aoe 
by a deposit of the full leg 

State of Missouri. a in agency 

w good men. 


ST. LOUIS 








The German Mutual Life 
Insurance Company 


An old, reliable company, incorporated 
1875, issues all leading forms of policies, 
non-participating, and is offering first 
class contracts td first class men. 


Some 
Address company 


Contracts direct with company. 
good territory open. 
direct. 








method excited much criticism in some 





Northern Assur.—E. N. 


Hulley, Allegan; W. 


1019 Ashland Block., Chicago, Ill. 


THE WESTERN UNDERWRITER. 


Announcement 


The COLUMBUS MUTUAL LIFE 

INSURANCE COMPANY 
has been licensed by fhe Ohio Insurance 
Department. It hasa Xapital of $100,000 and 
a strong board of directors. The company 
has influential stockholdersi n practically every 
county in Ohio, who will assist agents in 
securing business. Agents will find this a 
good company to work for. It recognizes 
their interests by giving them representation 
on the board of directors. For complete 
particulars, address, 


Cc. W. BRANDON ON, President, 
















September 17, 1908. 





September 17, 1908. 
New York—W. 


THE WESTERN 


UNDERWRITER. 
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noes, Ray, St. Parin. oO. pee, W Washing: 
N. W. Mut. — Freak J. Ebel, Coshocton; R. 


L. Seeds, Colum 
Philadelphia—H. W. A hoa Cleveland. 
Provident L. & T.— o——~ Wilming- 
ton; Edgar Snyder, Washington in. ee 
mg Loan—L. E. Broadbeck, St. Marys; 
C. Gooding, Van Wert. 
De, Ind. a eS C. Whitten, Springfield. 
Travelers—D. Mellinger, Leetonia; J. 
Twitchell, rs ae Carter Monsarrat, 
ton; C. = McKinney, E. W. 
Cincinnati. 


H. 
Day- 
Troy; "White, 


Indiana 


Eagteiie, Ia.—R. C. Pifer, South Bend. 
Hartford—C. H. McCarty, ee 


Home—William Moss, Evansville; F. W. Ray, 
a me & Ladd, sy Haute. 
Mutual—E. E. Kellogg, Elkhart; J. E. 
Jolly, Indianapolis, 
Tllinois 
Mg a - Hoover Lg yg J. L. Dun- 
bar, Meson; H. Gibbons, St. Elmo 
a.—Melvin C. , e and F. S. 
neat ~ *- 
nn. General—M. E. rist, Naperville. 
Conn. Mut.—J. S. Russi L moage l 


Equitable, ange hen Combridge; 
John C. Skinner, Hudso 

Fidelity Mut.—J. A, Carat, Chic: 

Hartford—R. Jo hnson, Tuscola: L. 

mith, Carbondale. 


ohn Hancock—T. W. Boruff, Atlanta. 
ass. Mut.—L. B. Sheley Murphyboro. 
Id A. -, Thomas, Chicago; 


“Mutual Benefit—Chas Branick and Henry S. 
Hubbell, Chica A. R. Clements, idnalon: 
Co. Cowen, arristown: D. C. Curtis Aurora; 
a. Gilbert, Cert A. Schoenstedt, Joliet; 
#. . Crane, Chicago; J. P. are ppremonts 

Rea, Bento ton; C. °F, . Gill, La Harpe; C. 


- ho Chill oe ean 
Kankakee; Edward 


— York—H, E. 
Schulhof, Chicago; wr 0! Jungebluth, Alton; 


Chas. E. ons and Stephen McSweene Chi- 
cago; T. Nelson, Robinson; ogan, 
nest Island. 


Ta: ~ 
~~ EE A. H. L sais 
son, Manhattan. 


Union Mutual—L. C. Madison, Quincy. 





Joka ou a le J. McQuillen, Apple River; 

ous etna—J. L. Boling, Peoria; Frank G. Soule, 

Columbian Natl.—R. H. Hal: ackeoevine’ 
et fackieville 


C. S. Parks, Loami; E. O. Spink, 
. R. Pearce, St. Louis. 
“Conn. Mut.—Charles” R. Mervin, Jr., Chicago. 
Equiteble, Mey -—John J. Wies and Leo O. 





LIFE NOTES 

The Reliable Life of Indianapolis has gone on 
a strictly nonparticipating basis. 

The Home Guards of America of Van Wert, 
Ohio, a fraternal society, has been licensed in 
Illinois. 

The Mutual Aid Association of Canton, Ohio, 
has been authorized to do an assessment life 
insurance business in Ohio. 


W. F. Harsh, formerly a member of the board 
of public works at Des Moines, has accepted 
the city agency of the Central Life of that city. 

Joseph B. Dinges has resigned as head of the 
carpet department of Bradley Bros. store at De- 
catur, Ill., to become district agent of the Con- 
necticut Mutual. 


Moreton & Naylor of Salt Lake City have 
been appointed Utah state agents of the uita- 
ble Life of New York, succeeding Charles A. 


uigley, 
siness. 


The Indiana department has licensed the 
American Insurance Union of Columbus, Ohio; 
the Fraternal Reserve Life Association of Peoria, 
Ill, and the Knights and Ladies of American 
Freemen, Evansville, Ind. 

President Clark of the Union Central issues 
a letter to nthe policyholders stating that 
John naam, © — reat is no longer with 


who resigned. on account of other 


the compan hat thereafter premiums will 
be paid to =f Agent C. yandt at Abi- 
lene, Kas. 


Dr. Israel C. Pierson, a well known insurance 
actua died last week from an illness of 
Bright’s disease. Dr, Pierson had been secretary 
and president of the Actuarial Society of Amer- 
ica and was president of the International 
Congress of Actuaries which met in New York 
in 19038. 

H. R. Albee of Portland, Ore., has been ap- 
pointed general agent of the Northwestern Mu- 
tual for acres Oregon, with headquarters at 
Portland. H. Cockerline has been appointed 
general agent S southern Oregon, with head- 
quarters at Albany, Ore. Roan has been 
appointed general agent for daho, with head- 
quarters at Boise, Idaho. 





HOW TO SELL ONE POLICY EACH DAY 


This is for Life Insurance Agents 


If you will drop 


tal we will give you free of charge, in- 
formation ‘ont will il lead to your being able to write 365 


licies each 


year. It is a sure way to close every prospect you have immediately. 


THE WESTERN UNDERWRITER COMPANY 
145 LA SALLE STREET, CHIGACO, ILL. 


In answering this advertisement kindly mention THE WESTERN UNDERWRITER. 





Che che Fobn Rancock f Mutual 


Life Insurance o 
of BOSTON, MASS. 


8. H. Ruopzs, Pres. Roianp O. Lams, Vice-Pres 
Watton L. Crocker, Sec’y 


Issues the most desirable forms of Life, En- 
dowment, Term and Installment Policies. Annual 
Dividends. Cash and Paid Up Values. 

The most liberal conditions of ony policy in 
the market. 


See our policies and terms before engaging 
elsewhere. 


Excellent agency contracts await good men. 


ROBERT K. EATON 
Superintendent of Agencies, Boston, Mass. 
J. C. CAMPBELL 


Stae Agent for Ohio and West Virginia, Board of 
trade Building, Columbus, Ohie 


Common Sense Protection 
Includes Insurance Against 
4. a .. air Fees 


The Coit "National Life 


Insurance Co. 

OF BOSTON, MASSACHUSETTS 
provides all three, as no other company 
dves incorporated under the strin = 
laws of Massachusetts. Attractive, 
a Life Policies. Liberal ont 
Definite A and Health Policies. 

Surplus to co iehahdinen over $1,500,000 
Men with clear records wanted as Dis- 
trict Managers. Save time by sending 
record and references with first letter = 
Home Office 
176-180 Federal St., Boston, Mass. 





We Are Different 


From most insuraace organizatiens—we 
need but few field men. One hustling 
representative secures a dozen members 
and these members bring Aim a hundred 
more. Unity protection SELLS ITSELF. 
A few men whe “know hew” are invited 
to address 


ORDER OF UNITY 
Murtland Bldg., Pittsburgh, Pa. 





September 17, 1908. 





A POLICY 


YOU CAN SELL 





’ » Pennsylvania, Jersey 
Insurnoce under the Mest Uivoral Renowakdnterest 
write the at 


ence for full particulars. 
Natienal Life Asseciatiea 


DES MOINES, 10Ws 


THE WESTERN 





AMONG CASUALTY AGENTS 


TRYING TO HOLD TOGETHER 








Cleveland Plate Glass Agents En- 
deavoring to Keep Their Or- 
ganization Intact 





The plate glass situation in Cleveland 
stands about where it did a week ago. 
A meeting of the agents was held 
Thursday and the matter was thorough- 
ly discussed. It seems that all are 
anxious that the arrangement be con- 
tinued, but at the same time sugges- 
tions as to how the present situation 
should be handled were scarce. The 
agent of one company has withdrawn 
and the matter will probably be taken 
up with the company, which formerly 
seemed willing to work with the others. 
Another company is represented in two 
offices. One of them is holding to the 
organization, but the other is operating 
in defiance of the requests made of it. 
It is understood that the affiliated office 
has made a demand that it shall have 
the exclusive representation of the 
company in the city and county, in 
order that the rough places may be 
ironed out of the situation. 

The work of getting all in line will 
be done in a quiet way, as it is not de- 
sired to force any office into affiliation. 
That would only be piling up trouble 
for the future, but if all can be brought 
in for the benefits that may be derived 
from proper handling of the business, 
there will be cooperation and a tend- 
ency to work for the good of all. While 
the aggregate premium receipts are not 
large, it is desirable that business be 
done in a manner that will at least yield 
a small margin. 





Edwin Gott Resigns 

Edwin Gott, vice-president of the 
Massachusetts Bonding & Insurance 
Company, has resigned all connection 
with thé company. It is understood 
that the severance of relationship is 
entirely harmonious. Mr. Gott was 
formerly vice-president of the Title 
Guaranty & Surety. 





Gotesmani’s New Position 

C. A. R. Gotesmani, manager of the 
German Commercial Accident at Co- 
lumbus, O., becomes resident secre- 
tary of the American Fidelity for cen- 
tral Ohio, with headquarters in the 
Columbus Savings & Trust building at 
Columbus, O. In addition to his cas- 
ualty experience, Mr. Gotesmani has 
been in the fire field, at one time being 
assistant secretary of the German Fire 
of Pittsburg. 





To Organize in Chicago 

Surety managers of Chicago met on 
Tuesday at the Union League Club 
and discussed the forming of a perma- 
nent organization. All companies were 
represented except the Aetna Indem- 
nity, whose manager had another en- 
gagement, and the American Fidelity 
and the Federal Union Surety, which 
have not promulgated the new rates. 
Another meeting will be held next 
Tuesday. 

It is not likely an attempt will be 
made to form a local compact. This is 
not regarded as necessary, as all the 
companies are now observing rates on 
instructions from the home offices. 





May Organize a Mutual 


In St. Louis the contractors are seri- 
ously objecting to the increase in the 
rates that have gone into effect by the 
surety companies. The contractors are 
considering a plan to offset this “hard- 
ship,” as they call it, by the formation 
of a mutual bonding company to go se- 
curity for St. Louis contractors. The 
large firms will hold a meeting in a 
few days to consider the proposition. 
They have notified the local managers 
of the surety companies that unless the 


old rates are restored it will cause 
the contractors to organize for 
UNDERWRITER. 





their own protection. The agents have 
declined to restore the old rates, stating 
that they have no alternative, as they 
are working under instructions received 
from the home offices, and the instruc- 
tions are imperative. Some of the con- 
tractors are taking the position that if 
the rates are not restored the builder 
will have to pay the cost and the price 
of the bond will have to be added to 
the contract figure. 





DO NOT VIEW IT WITH FAVOR 
Chicago Liability Managers Think Plan 
of Insuring Excess Liability 
Has Disadvantages 





A_ New York broker is said to have 
worked up a large business in secur- 
ing liability policies, insuring excess 
liability only. In other words the as- 
sured himself assumes the legal lia- 
bility for damages up to the extent of 
$250 in each case of accident, but if the 
damages exceed that limit the liability 
company pays the excess. One promi- 
nent liability underwriter in the west 
who has given the plan some thought 
thinks it presents advantages in reliev- 
ing the company of the payment of 
first aid and petty claims and the han- 
dling of unimportant cases, thus en- 
abling it to write the business at a low 
rate, while the assured, for his part, has 
protection against excessive losses. 

A number of Chicago liability men 
were asked about the plan and the 
consensus of opinion was against it, 
although some admitted advantages in 
it, provided difficulties could be over- 
come satisfactorily. The Chicago men 
for the most part think that the ob- 
jections on account of the confusion in 
investigating accidents and handling 
claims would be insurmountable. In 
order to be safe they hold that the 
company would have to have all acci- 
dents reported to it, as under the usual 
policies. They say the company could 
not leave it to the judgment of the as- 
sured as to whether any accident would 
prove trivial and for its own protec- 
tion would have to investigate all. At 
the same time the assured or his repre- 
sentative would be investigating and 
differences of opinion would constantly 
arise as to what settlement of small 
claims should be made. Thus the com- 
panies would be saved very little, if 
anything, in the matter of claims ex- 
pense, while they would have to accept 
a largely reduced premium in order to 
make the proposition attractive to the 
assured, who would also have to stand 
the cost of handling small claims as 
well as of paying them, 

One manager points out that the past 
experience of the companies would be 
rendered almost valueless by the adop- 
tion of such a plan on a large scale. 
The companies could readily compute 
from their experience how much claims 
in excess of $250 had cost them, but 
this would not be a criterion for the 
future when somebody else was to have 
the settling of claims for less than $250. 
Many a claim which a liability adjuster 
would have settled for a small amount 
as soon as the accident happened 
would, in case the employer was stub- 
born and his attorney held that no lia- 
bility existed, develop into serious cases 
which would cost the company’ large 
amounts. 

Chicago managers think another ob- 
jection to the plan would be that most 
employers would not take to it kindly. 
One manager says that the insuring 
public appreciates too highly the value 
of the service features of liability in- 
surance to want to dispense with it. 
The majority of assured do not want 
to settle claims. One of their reasons 
in taking liability insurance is to get 
rid of that unpleasant feature of their 
business. 


To Form Local Association 
The surety companies of Cleveland 
are thinking of forming a local asso- 
ciation. The managers feel that with 
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the new rates in effect they can get to- 
gether and if so will endeavor to have 
a dinner and secure some of the com- 
pany executives to talk. It is likely 
that E. Shriver Reese of the Fidelity 
and Deposit will be president of the 
Cleveland association. 





IN THE LIABILITY OFFICES 





Report of Illinois Labor Bureau Likely 
To Be Used By Shyster Dam- 
age Lawyers 





The first report of the Illinois bureau 
of labor statistics has been published. 
It gives the list of industrial accidents 
in the state for six months ending Dec. 
31, 1907, showing the name of the in- 
jured person, his employer, character 
of work and nature of the accident, to- 
gether with other information. This 
book is liable to be an important pub- 
lication in the state in future. One 
liability manager expressed the opinion 
that it will be used largely by shyster 
lawyers as showing complete lists of 
possible clients for damage cases. This 
danger is likely to be dwelt upon 
strongly by liability agents and brokers 
in soliciting business, especially from 
owners of small industrial concerns. It 
will be pointed out to them that while 
a small accident in their establishment 
would have been of little moment in the 
past, it is now likely to be worked up 
into costly litigation against them and 
that the only safe way is for them to 
carry liability insurance. 


In the past few years the Travelers 
has greatly increased the amount of in- 
vestigation of accidents under its lia- 
bility policies. A few years ago it in- 
vestigated only about 25 percent of the 
accidents reported in Chicago, passing 
the rest as trivial on the assured’s re- 
port. Now it investigates 98 percent of 
all reported. It does this because of 
the increasing tendency to have cases 
come up on accidents which happened 
some time before, which at the time ap- 
peared of little importance. In such in- 
stances the company wants full infor- 
mation, secured when the accident was 
a recent occurrence and was fresh in 
the memories of witnesses. 


D. T, Whiting, who has charge of the 
casualty department of the Empire 
- State Surety in the Chicago branch of- 
fice, has recently returned from a visit 
to the home office. As a result of the 
discussion of the Chicago situation 
with the head of the liability depart- 
ment, the company will write that line 
somewhat more freely in Chicago in fu- 
ture than it has been doing for a time. 
It does not propose to plunge, but it 
will not confine its operations to small 
risks to the same extent as it has done. 





Introduces Accumulation Clause 


The German Commercial’s new cou- 
pon policy costing $5 per year has the 
50 percent accumulation feature, which 
Secretary Meininger states is the first 
time this clause has appeared in a pol- 
icy of this kind. The face of the policy 
is $2,000. It pays $15 a week accident 
benefits and $15 a week sick benefits. 





Refuses Writ of Mandamus 


The supreme court of Michigan has 
refused the American Health and Acci- 
dent of Detroit the writ of mandamus 
asked by it to compel the Michigan 
commissioner of insurance to renew its 
certificate of authority. This action 
leaves the affairs of the company in 
the hands of the circuit court of Wayne 
county, which has been asked by the 
commissioner of insurance to appoinf a 
receiver for the American Health and 
Accident. 





Concannon Out for Secretary 


E, J. Concannon, director of the Iowa 
State Traveling Men’s Association, has 
resigned so that he will become eligible 
for the candidacy of the office of sec- 
retary, which has been filled so ably for 





the past few years by J. C. Deets. Mr. 
Concannon is succeeded on the direct- 
ory by Milton Hirsch. Mr. Concannon 
will make a very active and thorough 
campaign for the position. At the an- 
nual election last year he received a 
larger number of votes than any other 
candidate for directory. He has a 
strong following, is a popular man and 
will make the race hot and close. 





Examining Illinois Surety 

Lucius Pfouts and Charles J. Sahnd- 
rich, examiners of the Illinois insur- 
ance department, last week began an 
examination of the Illinois Surety. The 
examination covers the period from 
May 1 to Sept. 1 and is made at the 
company’s request. The department 
examined the company as of. May 1. 
President Blount has concluded to ask 
for an examination about every half 
year. If there is anything in the com- 
pany’s management which the depart- 
ment does not approve he wants to 
know it before it has continued long. 





COMPANY SIDE IS PRESENTED 





Secretary Forrest of North American 
Accident Charges Agent With Hold- 
ing Back Claim Notices 





Chicago, Ill., Sept. 15.—To the Edi- 
tor: A couple of weeks ago an article 
derogatory to this company appeared 
in a California insurance journal, claim- 
ing that we were in a controversy with 
the insurance department over claims. 
In order to set ourselves right with 
your journal, I thought it best to ex- 
plain the situation. 

The article was apparently inspired 
by our former agent in San Francisco, 
whom we were obliged to dismiss on 
account of incompetency and dishon- 
esty, and the inquiry of the insurance 
department was satisfactorily explained 
by the representative whom we sent 
from this office. 

The agent referred to, having an in- 
terest in the net profits of the agency, 
was holding up claims reported and 
this office was not aware that Commis- 
sioner Wolf had written any letter to 
the company at San Francisco until the 
arrival of Mr. Dunscomb, our present 
representative, about the time the ar- 
ticle referred to was printed. 

here is no controversy with the in- 
surance department. Mr. Dunscomb 
found a considerable shortage in the 
accounts of the agent, and on going 
through the desks found complaints 
from policyholders regarding claims 
thrown in a back drawer and some of 
them months old. 

The letter written by Mr. Wolf to 
the San Francisco office, together with 
a copy of a complaint by a doctor for 
several policyholders who had been 
neglected, neither of which had been 
forwarded to this office, were taken 
from the California office files, and I 
presume handed over to the editor of 
an insurance journal who had been an 
enterprising solicitor of advertising 
from this company, and as his impor- 
tunities have not borne fruit, I assume 
that he will print the letters. 

I am stating these matters frankly 
to you, knowing that it is the desire 
of your journal to treat every insurance 
company fairly. We do not look se- 
riously on any statement from the jour- 
nal referred to as its circulation is lim- 
ited and this company has too good a 
reputation for it to be injured by any 
such publication. The fact that we 
have been in business for over twenty 
years and that our name appears only 
twice in the digests of insurance cases 
throughout the United States is very 
good evidence that we are paying our 
claims. 

A. E. Forrest, 
Secretary, North American Accident. 





Not Giving Large Field 
The Philadelphia Casualty is not 
appointing any more general agents for 
large territories. It has only one state 
agency left—one covering Georgia and 
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AMERICAN FIDELITY COMPANY “sce 
— 


Accident and Health; Fidelity and Surety Bonds; 
most liberal Automobile Liability Policy tssued 
Special Inducements to Agents and Bro 
HUTCHINSON ¢ COOLEY, SenerslAgentetor | CHRIS. SCHROEDER & SON, eral Agents 
159 La Salle Street, CHICAGO oe 


83-85 Michigan Street, MILWAUKEE, 
Woodmen’s Casualty Company 


STRICTLY FIREPROOF 
(Stock Company) 


‘woret BREVOORT 





‘HOTEL 


Chicago, Illinois 


MOST MODERN EQUIPMENT 
UNEXCELLED RESTAURANT 


| On Madison Street, near La Salle 
| One minute from the Insurance District 


Address W. A. NORTHCOTT,! ysident The Patronage of Insurance Men 
Is Solicited. 


FEDERAL CASUALTY COMPANY 
DETROIT, MICH, 
19807 Income $370,975.48 
Liberal Policies, Liberal Terms, Liberal Terri: » Liberal Treatment to lucers in ae 
tacky, Alabam, Texas, kiana, Kansas, Colorado, Miesour Sout Betots Mianewots, Miehipan ead 
OUR PROGRESS NEVER EQUALED. SEE US GROW. 
Cash Capital and Surplus nearly $200,000.00 Write for terms. 


AGENTS WANTED | “PERFECTION” POLICIES 


are issued only by the 
THE FARMERS & CITIZENS 
LIVE STOCK INSURANCE | Continental Casualty 


COMPANY ompany 


OF LIMA, OHIO CHICAGO, Illinois 
Capital Stock $100,000 00 _belwritten we wl wee them. rapying 


tracts in Good Terri to Good M 
Producers address saad - 


H. G. B. ALEXANDER 
President and General Mansges 





Writes the best health and 
accident policies on the mar- : 
ket. Liberal agents’ con- ! 
tracts to producers, :: :: :: 





SPRINGFIELD, ILLINOIS. ! 























Insures the lives of all kinds of live- 
stock. They need agents in every 
town in the state of Ohio. 





LONDON GUARANTEE AND ACCIDENT CO., Lid., °° “sxcrann. 
Head Office CONKLING, PRICE & WEBB, 


Gen'l Agts., Ill., Me. and Ind. 
171 La Salle Street, Chicago 


CHICAGO 


A. W. MASTERS 
General Manager 


Liability, Accident, Health, 
Burglary and Credit 


RAYMOND @ RAYMOND 


Gen’l Agts., Michigan, 
310 Ford Bidg., Detroit. 


JOSEPH A. SINN, Manager Surety Dept. 


WE ISSUE SURETY BONDS 


The Title Guaranty & Surety Company 
Home Office: SCRANTON, PENN. 
CAPITAL AND SURPLUS OVER $3,000,000 
Issues Fidelity, Contract, Official and Judicial Bonds 


For Agency Contracts and Territory, Address 








L. A. WATRES, President j.- E. LAW, Secretary 


Superintendent of Agencies, Scranton, Pa 


The Empire State Surety Company 


84 William St., New York 
WM. M. TOMLINS, JR., President 
Reserves and Surplus to Policyholders Exceed $1,000,000 
Fidelity, Court and Contract Bonds, Accident, Health, Plate Glass, Burglary, Blevator, S 


team 
oiler, Sprinkler Leakage, Employers’ Liability, Automobile, Physicians’ and Dentists’ Liability 
Insurance. 





Chicago—American Trust Building. 
Branch Offices 4 Cleveland, Ohio—No. 819 Williamson Building. 
Buffalo—702 White Building. 


Agencies In All Large Cities 


EMPLOYERS’ LIABILITY ““siscztieace“ 


SAMUEL APPLETON, Manager and Attornev U. S. Branch, 33 Broad St., Boston, Mass. 

Original and Leading Liability Company 

All forms of Liability Insurance. The most advanced and practical Personal, Accident and Sickness Policies. 

United States Assets, $4,316,002.79. Surplus $1,355,472.15 
GENERAL AGENTS 

THOS. E. HANLON, Gen. Agt., Ohio, East Ky., W. Va., Tenn., 518 Walnut St., Cincinnati 

R. H. CLARK, No. Ohio, 208 Superior St., Cleveland 

THE FRANK TALLMADGE C MPANY, Cent. Ohio, New Hayden Bidg., Columbus 

ZENER & STONE, Indiana and Kentucky, Talbott Block, Indianapolis 

GEO. A. GILBERT, Ill, lowa, Neb., S. Dak. and N. Dak., 159 La Salle St., Chicago 

HAS. H. GARRISON, Mich., Majestic Bldg., Detroit 
W. T. & LOYAL DU RAND, Wisconsin, Mitchell Bldg., Milwaukee 



































September 17, 1908. THE WESTERN UNDERWRITER. 17 

bama. Its new eneral agents sel- accident and health _business in Missouri. ‘The Tllinois Cas. Co. of Amer.—Sexton & Co., Fred J. 
— receive more tam a Senetet or | Company has a capital stock of $100,000 and Cas. Co. of Amer.—J. J. Smiley, Joliet. Stone, , dg aay Legrand Atwood 
two. Its experience has been that gen- men Sl 6 Seer. It is affiliated with the Commonwealth Cas.—Wm, H. Barker, Law- | 4” alter C. Johnson, East St. Louis. 


eral agents will not develop a large 
field, but will work one or two points 
and leave the rest uncultivated. 

This is in accord with the testimony 
of some of the general agents them- 
selves. One who has handled Mich- 
igan for a large company for several 
years laid out a campaign of develap- 
ment work and then figured out the 
cost and the probable results, based on 
his former experience. He concluded 
he would lose money and gave up the 
idea. He could make more writing 
business in Detroit. 





STATE REPORT ON ACCIDENTS 





Wisconsin Bureau Discusses the In- 
dustrial Phase of Liability of 
Employers of Labor 





The first report ever made made by 
the Wisconsin state bureau of labor on 
“Industrial Accidents and Employers’ 
Liability in Wisconsin” has been made 
public by Labor Commissioner J. 
D. Beck. In Wisconsin, the report 
says, no less than in other states in 
which there is much industrial devel- 
opment, accidents to workmen while 
at work are becoming so numerous that 
it is desirable not only to seek the best 
methods of prevention, but also to pro- 
vide a method of settling the claims 
arising out of such accidents that will 
be equitable, expeditious and econom- 
ical. According to the report, in the 
year 1907, Wisconsin physicians re- 
ported 13,571 accidents, of which 53 per 
cent happened to workmen while at 
work. The report says in part: 

Accidents mean not only financial distress to 
many workingmen’s families and expensive liti- 
gation, but they also mean continual expense to 
the employer for liability insurance. An at- 
tempt is made in this report to estimate the 
amount of this expense. It appears that less 
than half the money paid out by employers on 
account of accidents reaches the victims, and if 
thé Samié amount wére pocnad distributed, con- 
siderable relief could be an | with no added 


expense, to every man injured, regardless of 
negligence. 

Employers are legally responsible now only if 
the workingman can prove that the employers’ 
negligence was the cause of the accident. The 
attempt to locate negligence so that it will hold 
in a court of law is vexatious and expensive 
and this system has been practically abandoned 
by practically every civilized country except the 
United States. The majority of accidents are 
to be attributed to the industry, rather than the 
fault of specific individuals, and hence it seems 
not unreasonable to say that the burden of in- 
suring workingmen while at work should be re- 
garded as one of the expenses of the business. 

The particular contribution which the 
report aims to make toward the solu- 
tion of the problem lies in showing 
that a system of workingmen’s insur- 
ance or compensation could be adopted 
in Wisconsin without “unduly burden- 
ing our industries. We happen to have 
here a reform which is at once to the 
interest of employers, employes and 
the public.” 





CASUALTY NOTES 


The Empire State Surety will shortly begin 
the writing of flywheel insurance. 

_W. B. Hamilton, former special agent of the 
Central Accident, becomes general agent of the 
United States Casualty at Pittsburg. 


W. CG mag formerly with the o. ~ 
vania Casualty, becomes general agent of the 
Philadelphia Casualty at Columbus, Ohio. 

The Metropolitan Surety is considering with- 
gg from fields which have proved unprofit- 
able. t will continue in the more important 
territory. 

The Bankers Surety has been examined by the 
Ohio department. he examination is of June 
-% _— Re rial = cow to have ad- 
mitted assets o ,034 and a surpl 
liabilities of $22,130. ee 

The offices of the American Health & Acci- 
dent Association have been moved to Des 
Moines from Creston, Ia., locating in the Cap- 
ital City Bank building. J. Q. Thompson is 
general manager. 

The Ohio department has examined the United 
Order of Commercial Travelers of Columbus, 
Ohio. As of June 30, 1908, the statement shows 
the association to have admitted assets of $347,- 
953 and liabilities of $164,783. 

The late Dr. Frederick Rustin, whose death 
at Omaha caused a sensation recently, had 
$10,000 accident insurance in the Aetna Life, 
$5,000 in the Travelers and $5,000 in the Em- 
ployers’ Liability. The companies are investi- 
gating his death. 

The Missouri department has licensed the 
Pacific Mutual Indemnity of Los Angeles, to do 





Ex-Governor W. T. Durbin of Indiana has 
been elected president of the Federal Union 
Surety, succeeding Hugh Dougherty, who re- 
signed to give attention to other business inter- 
ests. Mr, Durbin will give personal attention to 
the office of president. 

The promoters of the Colonial Accident & 
Casualty of Philadelphia, with offices in the Land 
Title building, have decided to change the name 
of the new corporation to the Enterprise Acci- 
dent & Casualty. L. V. Gilliam is the active 
spirit in the new concern. 

The Empire State Surety captured the bond of 
William J. Chalmers of Chicago, receiver for 
a. Booth the fish and oyster packers, and 
of the twenty or so ancillary receivers appointed 
in the various states where the concern has 
property. Mr. Chalmer’s bond was for $50,000. 

Rawdon W. Myers, who has been assistant 
superintendent of the a insurance de- 
partment of the National Surety, will become 
manager of the burglary insurance department 
of the Aetna Liability & Accident. Mr. Myers 
will be succeeded in the National Surety by 
Ernest J. Miller, formerly with the Aetna In- 
demnity. 

The body of Grant Oliphant, agent for the 
American Health & Accident, was found in a 
badly decomposed condition in Greenwood Park, 
Des Moines, Sunday. On Aug. 26 Oliphant was 
arrested, charged with a serious crime, and the 
next day he disappeared. He died from a 
bullet wound and the police believe he com- 
fitted suicide. 

The semiannual statement of the Empire State 
Surety shows gains of approximately the follow- 
ing amounts since the Jan. 1 statement: In 
assets, $37,000; reserve for claims, $19,000; in 
reserve for unearned premiums, $12,000; net 
surplus, $65,000. About $52,000 reserved at the 
ae the year on account of certain de- 
pository bonds was released. 

The representatives of fifteen liability com- 
panies doing business in New York City held a 
meeting a few days ago, at which action was 
taken affecting the collection of premiums on 
liability business and providing for the cancella- 
tion of policies for nonpayment within sixty 
days. In general it was agreed to handle brokers 
along the lines now in vogue with the fire in- 
surance exchange and the plan is expected to be 
extended to all the other miscellaneous class of 
insurance. 


The United States Fidelity & Guaranty has 
installed a new St. wis manager to succeed 
the H. M. Coudrey Agency, which resigned the 
company. Charles W. Disbrow, manager of the 
company’s mountain department at Denver, has 
been brought to St. Louis as manager and will 
have an assistant manager, to be appointed later. 
The company has opened a new office on the 

ound floor of the Pierce building. Mr. Dis- 

row has been in the service of the company for 
a number of years and is considered one of its 





best men. He was formerly a lawyer in New 
York City. 


Maryland Cas.—Wm. A. Martin, Toronto. _ 

Mass.—Bonding—Park S. Johnson, Cincinnati. 

North American Acci—C. F. Shotwell, Dell 
Roy; Grant Funk, East Liverpool. 

National Surety—C. L. Stevens, Fremont. 

Phoenix Pref. Acci.—C. P. Craig, East Akron. 

Travelers Indemnity—Neale Bros. & Schryver, 
Cleveland. ’ 

Aetna Indem.—George W. Griffin, Fayette; 
John H. Miller, Dresden. 

Commonwealth Cas.—E. H. Cooke and L. F. 
Clyde, Canton; L. S. M. Sellman, Mt. Sterling; 
G. W. Wachtell, Toledo. é ; 

Continental Cas.—R. C. Maxwell, Cincinnati 

Fid. & Cas.—G. H. Scheetz, Bridgeport; W. 
J. Hill, Steubenville; M. T. Lupton, Adelphi. 

German Coml. Acci.—Shepley & Patteson, 
Cleveland. 

New Amsterdam Cas.—E. B. Hartman and J. 
E. Warner, Cleveland; J. M. Williams, Green- 
ville; C. F. Luckhartt, Columbus. 

Ocean—E. L. Thomas, Columbus. 

Title Guar. & Surety—J. D. Tewell, Utica. 

U. S. Health & Acci—W. H. Sharp, Wood- 
stock; C. B. Clawson, Troy; F. E. Sidener, 
London; W. B. Rhoades, Napoleon; J. C. Swan, 
Middleport. 

U. S. Cas—J. T. Stewart, Coshocton. 

United Surety—C. J. Smith, Toledo. 

U. S. Fid. & Guar.—F. G. Pfahl, Lorain; W. 
R. Bowen, Mantua. 

Michigan 

Federal Cas.—J. D. Drogue, Ecorse. 

General Ace.—Morris Rubin, Carl Dobis, De- 
troit. 

Penna. Cas.—Otto Powers, Elke Rapids; J. A. 
Harriot, Kalkaska. 

U. S. Cas.—Andrew J. Buckham, Flint. | 

U. S. Health & Acc.—E. J. Demorest, Saginaw. 

Loyal Prot.—Eugene Randolph, Midland. 

Union Cas.—N. A. Manuel, Detroit; Alfred 


Gregor, Han 
Wisconsin 

Aetna—Paul Bechtner, Milwaukee; Richard 
Roll, Jr., Hus—— 

— Protective—A. F. Evert, Prairie du 

ien. 

Time Indemnity—G. H. Metcalf, Grand Rap- 
ids; Hugh Scallon, Lloyd. 
— Ace. & Ben.—H. A. Handtke, Edger- 


Indiana 

Commonwealth Cas.—Ignatz Nepper, South 
Bend; E, T. Johnson, Gary. 

Fid. & Cas.—A. M. Smith & Bro., Otterbein. 
_ North Amer. Acc.—J. T. Mullendore, Frank- 
lin; Fred Sparrow Logrange. 

1itle Guar. & Surety— . M. Shiderman, La 
Fayette; E, L. Gardener, White; D. M. Shively, 
South Bend, 

Travelers—G. W. Voyles, Brazil. 





renceville; J. B. Williamson, Olney; Hal, Mef- 
ford, Robinson. 

Nat’l Surety—Alleman Douglass, Mt. Carroll; 
J. J. Nichels, Savanna. 

acific Surety—Stewart Patterson, Chicago. 

U. S. Health & Acc.—J. F. Winters, a 

American Cas.—G, }- Siebold, Olney; J. N. 
and Noan Rosborough, Laurenceville; c. 
Morris, Robinson. 

Fid. & Cas—H. W. and L. M. Judd, Zion 
City; R. H. and C. C. Garm, Beardstown. 

ommonwealth Cas.—W. L. Slater, Carlyle; M. 
D. Powell, ollinsville; S. B. Smith, Fora. 





Edmund F. Green, President 
John C. Coleman, Vice-Pres. Ant, Borel & Oo,, Treas. 
Franklin A. Zane, Bec’y Frank P. Deering, Counsel 


Unlimited Liability of Stockholders 


Assets over One-half-Million Dollars 


Pacific Coast Casualty Co. 


OF SAN FRANCISCO 


Employers’ Liability, Automobile Liability, 
Teams, Vessels, General Liability; Eleva- 
tor, Burglary and Plate Glass Insurance. 

H. S. WARNER, Gen’l Agent 


CHICAGO, ILL, 





German Coml. Acc.—R. A, Julian, Cairo. 

Mass. penne. W. Scott, Springfield. 

Nat'l Surety—Wm. Fry, Belvidere; John H. 
Conlin Co., Rockford; Jacob Cantlin, Rock 
Falls; J. M. Stager, Sterling; J. P. Callan, 
Aurora; W. Manning, DeKalb; N, L. John- 
son, Batavia. 

New Amsterdam Cas.—G. H. Watts, Decatur; 
W. K. Hoagland, Elgin; Johnson & Reyburn, 
Peoria. 

Philadelphia Cas.— 
Charles 
line. 


J. FF. Gilster, Chester; 
hillips, Pontiac; T. W. Renoe, Mo- 





District Managers a 
Wanted 


Company writing only in Home 
State, South Dakota, now, but 
will enter other States if proper 
connections can be secured, ~~.” 
The company has placed a good 
policy on the market. It is an 
easy seller in the hands of good 
agents. 


Northern Accident Insurance 
Company 
F. N. TRAVIS, President 





Aberdeen, South Dakota 


IN THE CASUALTY BUSINESS 


Classes AA, A, and B are in every way from the 
agent's viewpoint, the BEST classes to deal with. 

The trouble is that so many insurable persons in these 
classes CANNOT AFFORD the large annual premiums 
required on the regular Commercial Policies. 


We meet this demand with our Semi-Commercial 
Policies which sell at $15.00 and $18.00 a year or 
$1.25 and $1.50 a month if desired—Something en- 


tirely new in Accident and Health insurance. 


This line 


means big money for the agent. 





We pay 
suprisingly 














THE PENNSYLVANIA CASUALTY COMPANY, 
large M. G. NICHOLS, THIRD Vice PRESIDENT 
694 LINDEN STREET, SCRANTON, PA. 








ACCIDENT 
HEALTH 





PHILADELPHIA CASUALTY Co. 


ROBERT B. ARMSTRONG, President, 
LIABILITY 


INSURANCE 


WE WANT LIVE AGENTS. 


PLATE GLASS 
CREDIT INDEMNITY 











UNITED SURETY COMPANY 


SALTIMORE. MD. 


JOHN MCGILLEN 4 CO., 
GENERAL AGENTS FOR ILLINOIS 


BORLAND BLOG., 1681 La 


TELEPHONE CENTRAL 4287. 
THE FLETCHER Co., 
N. W. Manacens, 
Bank or Commence Bipae., 
MINNEAPOLIS. Minn. 


SALLE ST., CHICAGO, ILL. 


THE ELDRED AGENCY, 
GENERAL AGENTS, 
10 MrTcHeLt Biva, 
Mitwaukee, Wis. 
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Illinois Surety—S, B. Bradford, Ottawa. 
P G. Ca 


enna. Cas.—A. G. r . 

ig ome R, t- Cla: am pieseiel de D. 
icago; nsinger, 
Surcty—J. B. Chambers ‘and J. W. 


a 
Osborn, Danville. 


Personal Side of the Business 

(CONTINUED FROM FPAGE 12) 
fire and destroys their property they 
must bear the loss and accept only such 
help as the members of the church may 
care to extend. In the case of fire 
Paille preferred to trust insurance com- 
panies, his barn burned and he col- 
lected the insurance. He was ordered 
to return the money and profess re- 
pentance. He did not do this and was 
put out of the church. Not only that 
but, he alleges, his wife left him, with 
his two children, because of her fear, 
instilled by the elders, that the hus- 
band’s sin would pull the whole family 
to perdition if she continued to live 
with him. Paille has entered suit 
against twelve elders of the church for 
alienating his wife’s affections and asks 
$5,000 damages. One of his allegations 
is that the elders intimated that he set 
fire to the barn in order to get the 
insurance. 








Premiums and Losses 
(CONTINUED FROM PAGE 12) 






Loss 
Premiums. Losses. Ratio. 
Ohio German...... 8,121,547 1,701,621 .543 
Old Colony....... 455,665 100,871 .221 
Ovrhemt cccccccvcce 80,174,410 18,950,397 .628 
Pelican .ccccccces 2,122,657 1,618,387 .762 
Pennsylvania ..... 62,809,973 34,951,960 .556 
Phenix, N. Y...... 164,893,557 82,055,561 .498 
Phoenix, Ct....... 103,576,640 61,162,468 .591 
Pittsburg .....+.++. 2,457,728 1,099,399 .447 
Prov. Wash....... 55,531,955 983,384,221 .601 
ueen City.......- 812,687 620,320 .631 
Gucen escceseccoe 43,430,689 238,039,212 .530 
eliance .....++se. 9,559,594 5,588,771 .585 
Rhode Island...... 227,358 29,608 .130 
Roch. German .... 16,456,486 9,389,366 .571 
Security, Ct....ce- 18,275,844 11,239,767 .615 
Shawnee .....+6+. 5,768,053 2,469,708 .427 
Springfield ....... 71,419,065 41,682,457 .583 
Spring Garden..... ...eseess 8,682,493 .... 
Southern, La...... 9,828,489 4,431,315 .461 
St. Louis Fire..... 116,535 81,327 .269 
St. Paul F. & M.. 50,617,927 380,558,518 .605 
Teutonia, La...... 13,620,597 6,692,780 .491 
Toledo F. & M.... 665,976 228.985 .405 
Union, Pa.......+- 29,148,412 19,609,656 .673 
United Firemens... 8,604,995 5,229,759 .608 
Walla Walla....... 180,698 7,559 .042 
Westchester ...... 43,024,495 24,045,697 .559 
Western, Pa....... TMT OD cvchocecce cece 
Western Reserve .. 462,313 140,289 .304 
Williamsburg City. 25,846,108 13,760,891 .532 
Winona Fire...... 1,076,651 461,741 .480 
ForeE1iGN COMPANIES. 
Loss 
Premiums. Losses. Ratio 
Aachen & Munich.$ 8,962,049 $ 7,462,751 .833 
Atlas, Bags .ccccee 14,450,621 9,057,370 .627 
British America... 28,519,487 18,510,304 .649 
Caledonian ....... 22,746,945 15,760,035 .693 
Commercial Union.. 79,020,817 48,217,875 .612 
Hamburg-Bremen . 34,149,392 22,681,554 .664 
aw I. mM C.ccesce 3,605,009 8,648,933 1.012 
L. & L. & G..188,628,914 111,855,511 .609 
London’ Assur... 88430,673 24,502,615 .630 
Lon. & Lancashire. 45,714,666 28,870,573 .632 
Northern,, Eng.... 38,877,182 23,950,588 .624 
North B. & M..... 86,853,890 64,528,408 .645 
Norwich Union . 88,869,897 23,279,768 .607 
Palatine ..... F 9,385,582 5,640,672 .601 
Phoenix, Eng. -. 51,452,190 34,644,352 .671 
Russian Nat’l...... 8,756,377 56,285,749 .604 
Royal Exchange... 12,016,499 9,670,107 .805 
BEE <é¢sccenccesc 125,563,674 74,546,326 .594 
Scottish U. & N.. 35,289,835 21,414,795 .607 
OR, BOR. ccecdue 1,389,928 1,814,168 1.305 
sy ore 42,992,054 26,819,509 .624 
VER cccccccccecce 6,553,819 4,739,287 .722 
Western, Can..... 47,416,102 32,913,045 .694 





‘The National of Hartford has appointed the 
Winnipeg Underwriters as local agents in Win- 
nipeg, Man. 





SPRINGFIELD IS IN DANGER 


(CONTINUED FROM PAGE 1) 

One agent who views the situation 
with alarm said today: 

“The only salvation is for each com- 
pany by itself as a believer in good 
practices, to deal with its agents at 
once. If companies display the proper 
spirit, they can stem the tide. I do not 
believe the agents themselves can get 
together. It has gone too far and there 
is so much personal feeling that we 
have lost control. There is too much 
desire for revenge, too much cupidity 
and too little appreciation of the results 
of the chaotic state into which we are 
plunging.” 

Dr. Scott’s Activities. 

The Dr. J. W. Scott nonboard office 
is an active factor. The best agents 
here have taken the position that Dr. 
Scott should be allowed to write what 
business he could but that he should 
be given no help in carrying lines that 
required greater capacity than offered 
by nonboarders. That he has been able 
to write such lines has made him a 
more dangerous factor and it is to 
check his movements in this direction 
that most of the board agents have 
tried to stand together. 


QUIET MEETING OF UNION 
(CONTINUED FEOM PAGE 1) 
which is now in the hands of the Ken- 
tucky Board of Fire Underwriters, and 
at a meeting of companies interested 
held after the union adjourned it was 
decided to subscribe for rates as an in- 
dependent for that state. It is not the 
intention at present to have this bureau 
cover the city of Louisville, although 
that matter was discussed at some 

length, 





Talk by Attorney Bates 

Judge Thomas Bates of Chicago, at- 
torney for the union, was present and 
made his usual felicitous speech. The 
burden of his remarks was on the sub- 
ject of education and publicity and he 
hailed with delight the step forward 
taken by the union in organizing its 
bureau for that purpose. Judge Bates 
has a fund of anecdotes at his command 
and tells them well. 

Action was also taken on some minor 
matters relating to forms. Philadelphia 
or Atlantic City was selected as a meet- 
ing place on the third Wednesday in 
April. If arrangements can be made 
at Atlantic City the union will hold 
its semi-annual session there next year, 
and, if not, Philadelphia will be the 
choice. 

Some Absent Men Remembered 

Some of the men prominent in union 
work and absent from the meetings 
were remembered with telegrams. One 
was sent to Secretary W. W. Dudley 
of the governing committee, another to 
Truman W. Eustis of Chicago, general 
agent of the Georgia Home, both of 
whom were ill and unable to attend. A 
telegram was also sent to Col. R. B. 
Beath of the United Firemens, and an- 
other to J. F. Downing, general agent 
of the North America. A cablegram 
was sent to J. G. W. Cofran of the 
Hartford, who has been abroad for, 
several months. 

After the union adjourned the great 
Russian secret society, organized in the 








Do You Need a 


~ ~ oA 






159 La Salle St., CHICAGO 


Copital, $200,000 





Fire Insurance Company? 
The Metropelitan Fire Insurance Go. 


of Chicago is seeking reliable agents in the 
states of Illinois, Indiana, 
Minnesota, Missouri, Ohio and Wiscensin. 

On account of extensive reinsurance factli- 
ties it is able te write LARGE LINES on ali 
classes of acceptable risks. LIBBRAL COM- 
MISSION arrangements to desirable agents. 

Address all communications te 


Metropolitan Fire Insurance Co. 


Michigaa, 


sin aghten 8 

















Cc. F. HENRY, Paes. 


GEORGE L. WILEY, sec'y A. W. WORTHINGTON, Ase’t Sec’ y 


of Iilinois” 


A COMING 
MILLION DOLLAR COMPANY 


Assets, . . Over $835,000.00 
Increase over 1906, 140,000.00 
Surplus,*¥ . . . 353,000.00 


*To Policy Holders. 


FIRE, LIGHTNING AND TORNADO 

nae INSURANCE 

Insurance Company of the State of Illinois 
ROCKFORD, ILLINOIS 





INCORPORATED 1804. CHARTER PERPETUAL, 


THE UNION or PHILADELPHIA 


FIRE INSURANCE COMPANY 


J. HENRY SCATTERGOOD, President. 
M, JOS. NOWLAN, Ist Vice-Pres. W.H.KIRKPATRICK,2nd Vice-Pres. E.R. DANNELS, Sec’y. 


M, F. GRIM, General Agent, oo. con SF Southern Michigan, 3 North High 








io 
EDWARD BLIVEN, General Agent, Minnesota and Upper Michigan, 159 La Salle 
Street, Chicago. 








55th ANNUAL STATEMERT 


CAGE 20 0000.ccnccccccsersescees.coccsoccscesh S00,00000 

Speen Comeeey =r" Assets (to protect policyholders).........  2,717,477.10 
W.H.STEVENS - - - President Net surplus to policyholders............... 1,011,617,80 
JOHN Q.ADAMS- - - = Secretary Net surplus to stockhelders................ 511,617.30 





Stuart MorGaAn, State Agent, Michigan, Detroit 
N. T. Jur1an, General Agent, Ohio and West Virginia, Colambus 
Gus M. Wiss, Special Agent, Indiana and Kentucky, Indianapolis 
P. P. Wirrect, States Agent, Illinois and Wisconsin, 195 La Salle Street, Chicago 


FIRE AND TORNADO 








LINCOLN, NEBRASKA. 
CHICAGO BRANCH, 159 La Salle St. 


GEO. ww. MM. Eve Co 
MON TGOMERY-FPUNKHOUSER 
President Vice-President 


HENRY M. ZWEIG, General agent for CHAS. A.WEHMEYER, Special Agent 
Texas; Dallas, Tex. for Michigan; Goshen, Ind. 

E. M. HITCHCOCK, Special Agent for EVERETT T. TANNER, Special Agt. 
Minnesota and Wisconsin; Minne- for Illinois; Paris, Ill. 
apolis, Minn, ™ EDW. A. KEELER, Special Agent for 

CHAS. L. McCORMICK, Special Agent Ohio and West Va., Columbus, Ohio. 
for Missouri; Chicago, Ill. 


B. CREMER, President 





ESTABLISHED 1876 CHAS. CREMER, Secretary 


German Fire Insurance Company 
CAPITAL, $200,000 


Of PEORIA, ILLINOIS 


Assets - - =- - 
Policyholders’ Surplus 


$913,703 Paid in Baltimore - $102,000 
$335,703 Paid in San Francisco $470,165 
INCORPORATED 1734. 


The Insurance Company of the 
STATE ¢ PENNSYLVANIA 


PHILADELPHIA 


J. HENRY SCATTERGOOD, President. , 
M. JOS. MOWLAN, Ist Vice-Pres. W.H. KILPATRICK, 2nd Vice-Pres. E.R. DANNELS, Sec’y. 


M. F. GRIM, General Agent, Qho,, Kentucky and Sopthern Michigan, 33 North 
EDWARD BLIVEN, Gen’l Agent, Wises, owns Uppr"lickigna, io is Sal 
Stre 
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time of Peter the Great—a branch of consideration of the increased hazard| Prominent Chicago Agents 
which was established last year at the of vacancy and in lieu of additional 

Frontenac—held its first annual meet- 


ing. Charles F. Koster, secretary of 
the Phenix of Brooklyn, was master of 
ceremonies in the absence of His High- 
ness, Carl F. Sturhahn, who was on the 
ocean en route to New York. Mr. 
Koster had a kind word for everyone of 
the new candidates, and there were sev- 
eral of them. All the old officers were 
reélected by action of the body and the 
treasurer was instructed to make good 
the deficiencies as usual. 





On Trial for Alleged Arson 

Mrs. Belle Hinkle and Irving Hop- 
kins are on trial at Sullivan, Ind.., 
charged with setting fire to the Mc- 
Cammon Hotel, which was destroyed 
August 12. The arrests were made on 
warrants sworn out by the town mar- 
shal, James Norton. Mrs. Hinkle says 
it is spite work because she stopped 
paying Norton for allowing a poker 
game to run in the hotel. John 
Martindale, a former cook, testified at 
the trial Tuesday that on July 29 he 
overheard a conversation between Mrs. 
Hinkle and Hopkins in which she said 
business was so bad that she “would 
have to get rid of the place.” On Aug. 
7 he heard Hopkins tell Mrs. Hinkle to 
get coal oil and gasoline and he would 
“make it burn so they could not put it 
out.” Claud Trouty, who ran the poker 
game, testified that he had had posses- 
sion of the room for a month, that on 
the day before the fire he tried to enter 
the room and found the door locked 
and the keyhole plugged and Mrs. Hin- 
kle, from inside the room, called to 
him that he could not have the room 
any more but could see her later about 
another room. Grace and Mollie 
Wolfe, chambermaids, testified that 
Mrs. Hinkle a few days before the fire 
advised them to buy a rope for a fire 
escape and the night of the fire told 
them to sleep with their clothes on. 
Other testified that for two weeks pre- 
ceding the fire they had seen furniture 
being moved out of the hotel, among 
it a $225 bedroom set, the best in the 
house. There was a fire at the hotel 
April 30 and another July 4. John 
Simmons, a hanger-on at the place, tes- 
tified that after the July fire he found 
oil-soaked rags in the check-room, 
where the fire started. The total foss 


by the fire, which included adjoining |’ 


buildings, was $27,500. 





Fear High Potential Line 

Some attention is being paid by un- 
derwriters to the possible increase in 
the fire hazard, occasioned by the erec- 
tion of numerous high tension electric 
transmission lines throughout the west. 
The most recent installation of this 
kind is the 110,000-volt transmission 
line leading from the Croton Dam pow- 
erhouse on the Muskegon river to 
Grand Rapids, Mich., which will be put 
into actual service about the middle of 
September. This particular line is a 
part of the extensive hydro-electric 
system of the Grand Rapids-Muskegon 
Power Company, is over fifty miles long 
and carries the highest potential of 
any long-distance transmission line in 
the world. Notwithstanding the pre- 
cautions taken for safety, the insur- 
ance comnanies fear additional hazard 
by the heavy discharge of the extreme- 
lv high potential which is employed. 








Too Greedy for Business 


There has been some controversy 
over a few companies maintaining 
sprinklered risk departments being too 
eager for business and not respecting 
the rights of their associates or the 
local agents that have been placing the 
lines. At the recent meeting of the 
Western Union these complaints were 
aired and a note of warning sounded. 
The disregard of good practices in this 
regard will result in open rates on 


eeauidered business, the offenders were 
ry 


POINTERS 


FOR LOCAL AGENTS. 














Question.—Will you kindly give us 
the names of the different states which 
have passed an anti-rebate fire insur- 
ance law. 

Answer.—Massachusetts is the only 
state that has passed an anti-rebate law 
that pertains to fire insurance. The 
subject, however, is being agitated in a 
number of states. 


Question—Are the permits, “To work 
at night later than 10 o'clock,” and 
“Mechanics to be employed in making 
alterations or repairs for more than 15 
days,” essential to policies covering 
stock contained in plants requiring such 
permits? 

Answer—They are not only essential, 
but are absolutely required as the in- 
crease of hazard applies to the contents 
just as much as it does to the buildings 
and in some cases even more so, as 
where there are in use such articles as 
benzine in printing plants and other 
like hazards which are increased a hun- 
dred fold where night work calls for 
lights. 


Question—We would like for you to 
let us know the names of the companies 
that handle oil well derricks, tools and 
machinery. 

Answer—F. R. Thompson, 159 La 
Salle street, Chicago, makes a specialty 
of handling oil property insurance for 
local agents. 


Question—A policy is written for 
three years with a premium of $6 and 
$1 policy fee added to the policy. The 
policy runs fifteen days. The assured 
demanded the cancellation of the policy 
at the end of fifteen days by sending 
a registered letter to the company. The 
agent who wrote the policy refused to 
return the policy fee at cancellation. 
The policy was kept in the agent’s 
hands for two months after the com- 
pany was notified by a registered let- 
ter to cancel the policy. Also notice 
was served on the agent by a registered 
letter demanding the cancellation of the 
policy. Kindly advise me whether or 
not the agent is allowed to retain this 
$1 policy fee at cancellation. 

Answer—The policy fee is not a part 
of the premium consideration. It is an 
extra charge exacted by some agents 
for writing the policy. It does not en- 
ter into the cancellation at all. The 
policy fee is merely the extra charge 
for the service in writing the policy and 
the usual custom is for the agent to 
keep the entire fee in case of cancella- 
tion, as the service for which the extra 
charge is made has been rendered. 


Question—Will you please suggest 
some mutual insurance company doing 
business in both Ohio and Indiana that 
will write lumber yards, flour mills and 
elevators? 

Answer—There are a number of mu- 
tuals that will write flour mills and ele- 
vators and others that write lumber, 
but the Central Manufacturers Mutual 
of Van Wert, O., is the only company 
that we know of in the states that will 
write both classes. 


Question—Does a dwelling house 
with all household goods left, the occu- 
pants visiting, require a vacancy clause, 
the same as a dwelling that has become 
vacant by occupants moving away? 
And could the first named receive the 
full insurance, in case of a total loss, 
while they were away, even though 
there was a vacancy clause attached to 
policy saying it would only pay two- 
thirds of the amount? 

Answer—Under the clause in the 
standard policy a vacancy permit is re- 
quired if a house is left vacant or unoc- 
cupied for more than ten days. It does 
not matter whether the furniture is in 
the house or not. Some companies in 
their vacancy permits provide that in 





premium, the amount of insurance is 
reduced one-third. This is in reality 
partial cancellation and the permit 
holds good in most states. Some states 
prohibit it by law, but it is used in your 
state (Ohio). Of course, where the 
valued policy law prevails as it does in 
Ohio, this permit is void so far as the 
building is concerned. 


Question—As to concurrent insur- 
ance, is it entirely necessary that the 
policies read alike, word for word, or 
will it answer and be held sufficient con- 
currence, if they are substantially the 
same? 

Should like to be informed what court 
findings, if any, there may be on the 
matter, also the common acceptance of 
the insurance companies on this matter. 

Answer—Policies should read alike, 
word for word, or at least should be so 
nearly alike that only the same infer- 
ence can be drawn. If they are sub- 
stantially alike there might be a differ- 
ence of opinion as to what constitutes 
substantial concurrence. Things men- 
tioned in one policy should be men- 
tioned in all. It is too much chance to 
run to have the forms differ and then 
rely on a proper interpretation in case 
of dispute. 

There is a very good decision on this 
subject in the Law Journal of July 19, 
1904, on page 97. This gives the de- 
cision of the Florida supreme court in 
the case of L’Engle vs. Scottish Union 
& National. Another case is in 110 
Iowa, 423, the case being the Wash- 
burn-Allegan Coffee Company vs. Mer- 
chants Mutual Fire. 


Question:—Can you tell me 
companies write stock of films? 

Answer:—We do not know of any 
company that will write such stocks, 
which we take it are part of a moving 
picture show or are in some way con- 
nected with this business. We would 
suggest that you divide the amount of 
insurance wanted into several small pol- 
icies and offer the same to your own 
companies at gambler’s rates. London 
Lloyds might tackle it. 


what 








Want Column 








Two dollars per insertion of five lines. 
Additional lines, 40 cents 
each per insertion. 


Quen 





WANTED—Office position in Chicago 
general or local fire agency by man of 
ten years’ local agency experience. First 
class references. J-25. 








Members of the Chicago Underwriters Association 


RED. S. JAMES & CO. 
171 La Salle Street, Chicago 


for the Connecticut. Phenix, Mechanics & 
Ly ag MY Cg oe gh 
man ercan 
—— onding and Casualty 
ica, 


For Lines, unexcelled facilities in Central 
Insurance Company (Ltd.) of England and at London 
Lloyds—Special Exclusive Binding Contract. 








RITCHELL, MILLER 
WHITNEY & BARBOUR 
138 La Salle Street, Chicago 


Sole Agents: Phenix of Lendon; 
Set -4 *- - Seurtts, Cha os nty Pen 
; . +] u . rf 
Camden Teutonia, La.; Pei estera 


serve; Commercial Union; Commonwealth. 


HAS. A. NEWTON & CO. 


159 La Salle St., Chicago 
Agents for 
Newark Fire, Newark, N. 
Capital Fire, Concord, N. H. 
State Fire, (Ltd.,) Liverpool, Eng. 
Williamsburgh City Fire, New York 


Leading Agents and Brokers. 


ARRY M. COUDREY AGENCY CO 
GENERAL INSURANCE AGENTS AND BROKERS 
1326-1346 Pierce Bidg., St. Louis 
Correspondence solicited. Commissions paid non-resident 
agents and brokers. Long distance teloghones. Represent- 
ing Norwich Union, Hamburg-Bremen, ladelphia Under- 
writers, Fidelity, Orient, Delaware, Austin, Frankfort, N. Y, 
Plate Glass, Columbia, and U. S. Fidelity and Guaranty of Md. 


CHURGHILL WHITTEMORB CO. 


= Successors to Wall & Whittemore 


«18-120 North Fourth Street - - 8T. LOUIS 


Commission allowed non-resident agents 
on insurance on 8t. Louis properties. 


UEEN CITY FIRE INS. CO. 
Sioux Falls, S. Dak. 

Cash capital, $200,000. Cash sur- 

plus, $200,004.35. Eastern depart- 

ment, 19 Liberty St., New York. 

W.L.PETTIBONE & CO., Managers. 























Actuarial. 
J.B NTCHIE. 








ACTUARY, 
153 La Salle Street, 
919 Association Building 
Central 739. 


CHICAGO 


TELEPHONES: Automatic 3992 








Unsurance Attorneys. 








SITUATION WANTED—As chief ac- 
countant in home or department office of 
a fire insurance company, by a man of 
long experience. Al credentials, temper- 
ate and a worker. Thoroughly capable of 
handling any system and compiling an- 
nual statements. E-19. 





Experienced special agent and examiner 
wants inside berth with live, progressive 
company or general agency, with occa- 
sional field work if needed. Trained by 
two of the best companies in the business 
and familiar with all sections of the 
country. Competent to take charge of 
small office. Salary reasonable. S-29. 


WANTED—<An experienced fire insur- 
ance agent wants position in general of- 
fice or as special agent for a reliable com- 
pany. Can give best of references. Ad- 
dress L-28. 








ANTED—Experienced bookkeeper and 
cashier (male) in Chicago local fire in- 
surance agency. Give particulars and sal- 
ary expected. X-13 


WANTED—A district manager for 
southern Wisconsin district. First-class 
contract with renewals for the right man. 
Address . McCaughey, Gen. Agt. 
Northwestern Mutual Life Insurance Com- 
pany, Racine, Wis. 








WANTED—Two industrial insurance so- 
licitors who have been recognized as lead- 
ers by their companions. Splendid oppor- 
tunity for district management. Guaran- 
teed pay. Chicago territory. Give experi- 
ence and present connections. Strictly con- 
fidential. M-34. a 


WANTED—A g00d personal accident 
writer for Cincinnati and vicinity. Will 
pay — Must come well recommended. 
Address 26, care Western Underwriter. 








Hartwell Cabell. 
- eae & KOHL, 


J. Louis Kohl, 


Attorneys at Law, 
810 First Nat’! Bank Bidg., Cincinnati, O. 


Special attention given to insurance cases. 








“THE OHIO COMPANY.” 


The Bankers Surety Company 


Williamson Building, OLEVELAND, OBIO. 
Capital $500,000.00 Fully Paid 


Becomes Surety on! Bonds. 
Chartered Under Ohio Laws. 


$200,000 Deposited with Insurance Commissiones 





Every Local Agent should study 
“THE STANDARD FIRE POLICY” 


By G. A. DEITCH 
It explains and gives Court 
decisions on every clause the 
policy contains. 
Sent Postpaid for $1.05 
THE WESTERN UNDERWRITER 60. 


145 La Salle Street, CHICAGO 
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ILLINOIS LIFE 


INSURANCE COMPANY :: CHICAGO 
JAMES W. STEVENS, President 


Offers exceptional inducements to reliable and energetic men who are experienced in or who would like 
to enter the business of life i 
Address the HOME OFFICE; 


FORT DEARBORN BUILDING 











13% MONROE STREET 


Tusurance 




















Casually Company a 
of Minerica Puss Glass 


HOME OFFICE, NEW YORK 
1908 EDITION JUST ISSUED 


Prominent Patrons of Life Insurance 


The best canvassing work ever issued for life insurance agents. It contains the 
names of about 5,500 prominent bankers, lawyers, clergymen, merchants, manu- 


facturers—in fact, of all classes of men who carry insurance upon their lives from 
$50,000 to $4,000,000. 


Also Over Five Hundred Autograph Letters 


from men approving of life insurance, and giving their reasons for so doing. This is 
the most complete list of large insurers ever compiled. The names and letters are 
arranged in geographical divisions by States, cities and towns, thus giving agents the 
names of large insurers in their immediate localities. 

This work is now ready for delivery. Printed on fine paper and handsomely bound in 
cloth and flexible leather covers; pocket size, for convenient use. 


PRICES: Cloth Covers, $1.00 percopy; Flexible Leather Binding, $1.25 per copy 











Send 10 cents for sample copy of Leaflet written concerning this book entitled The 
Force of a Good Example. 


THE SPECTATOR COMPANY, 135 William St., New York 


Scottish Union and National 


Insurance Company 


OF EDINBURGH 
Established 1824 





Sir WALTER Scott, Bart, 
First Governor and President. 


HEADQUARTERS FOR NORTH AMERICA 
HARTFORD, CONNECTICUT. 


JAMES H. BREWSTER, Manager. 








STATEMENT 


United States Resources, December 31, 1907 


ASSETS 


id a eee dates wha debeadee cede $ 109,684.84 
Loans on Real Estate, First Mortgage 488,362.50 


Government, State, Muncipal and R. R. Bonds and Stocks 38,476,571.25 


Er en ee 177,437.54 
ee oi sc cancmadiabedadhdbddend dues 88,973.04 
i st aseceddns cceSes bebeckadedese ee 397,231.38 
es he alin ai daaneneewbuniaceeasebuteev ews 25,083.71 

a ee ee $4,663 344.26 









EE ee a ae $1,941,239.16 
Se Se SE MUO coc ccenecesccccencedece coccinea 193,510.40 
EE ith ecadee be eneneadéabactacse ” 180,909.53 
ETS 8 eG Se eee 2,347,685.17 

nit kscdkides eaaeenion $4,663,344.26 




















MANAGERS and AGENTS WANTED 


for Texas, ‘Indiana, Pennsylvania, {Illinois, Michigan, 
Nebraska, Washington, Oregon, Idaho and Utah. 


Renewal Commissions, attractive agency contracts and 
policies. 








Western Life Indemnity Company 
Masonic Temple, Chicago 


W. B. Musselman, 
Sup’t. of Agencies 


MUTUAL LIFE POLICIES 


ARE EASIEST TO SELL, BECAUSE 


Yearly dividends have been increased for the last three years 1906-7-8 at a rate equalled by no 
other company. Cash values guaranteed in the new life and endowment policies, are equalled 
by few companies. 


Attractive features have been added to standard policy forms. Liberal terms offered pro- 
ducing agente under the 1908 contracts. 


Geo. M. Moulton, 
President 

















For Information Address, GEO. T. DEXTER, 2nd Vice Pres. 
The Mutual Life Insurance Co. of New York 
34 NASSAU STREET, NEW YORK, N. Y. 
The Company OF the People, BY the People, FOR the People 


The Metropolitan Lite Insurance Co. 


Incorporated by the State of New York—Stock Company 
HOME OFFICE: ONE MADISON AVENUE, NEW YORK CITY 





PROOF OF PUBLIC CONFIDENCE 
This Company has more premium-paying business in force in the United States than any other Com 
pany, and for each of the last thirteen years has had more New Insurance accepted and issued than any 
other Company in America. 


THE DAILY AVERAGE BUSINESS DURING 1907 


452 per day in Number of Claims Paid. 6,391 per day im Number of Policies Placed and Paid jor. 
$1,239,893.45 per day in New Insurance Placed aud Paid for. @162,489.27 per day in payments to Policy: 
holders and addition to Reserve. $72,011.84 per day in Increase of Assets. 





WM. D. FAIRBANKS, 
President 


LORISTON M. FAIRBANKS, 
Secretary 


THE 
ILLINOIS NATIONAL 


Fire Insurance Company 
of Springfield, Illinois 








I cibaicicncksndsrcksonsedadceraienna $100,000.00 
a candle al Mia 272,293.28 
Total Liabilities Except Capital.................... 109,499.61 
Net Surplus...... Mdcme Rae tedaiehi«uipniiammaisiaiie 62, 793-67 





This Company will consider proposals for 
insurance from responsible persons 
in all parts of the United 
States. 








